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XL^nc  port  Sanitary  Hutbont^. 


H.M.S.  ‘‘Satellite,” 

September,  1918. 

Mr.  ALD.  GEORGE  CHRISTOPHER  COATES, 

Chairman  of  the  Tyne  Port  Sanitary  Authority. 

Sir, 

I  have  the  honour  to  present  herewith  my  Annual  Report  for  the  year  1917. 

The  returns  of  the  General  Sanitary  Work,  which  is  carried  out  by  Inspector  Russell  and  his 
two  Assistants,  shows  that  7,903  vessels  arrived  in  the  Tyne  Ports  during  the  year.  Of  these 
vessels  5,711  were  inspected,  and  includes  all  the  important  arrivals  from  Foreign  Ports. 

Under  instructions  from  the  President  of  the  Local  Government  Board  a  survey  of  the  Ports 
of  England  and  Wales  was  carried  out,  and  the  duty  of  visiting  the  River  Tyne  Port  was  allotted  to 
Dr.  McEwen.  On  January  22nd  and  23rd  an  inspection  of  the  Tyne  Ports  was  made  by  Dr. 
McEwen,  who  was  accompanied  by  the  Medical  Officer  and  Chief  Inspector  on  board  the  Steam 
Ambulance  Launch,  “  George  C.  Coates.” 

On  February  23rd  Dr.  McEwen  attended  a  Meeting  of  the  Authority  at  the  N’ewcastle  Office, 
and  expressed  his  pleasure  in  stating  that  at  his  recent  inspection  of  the  Tyne  Ports  your  Officers 
appear  to  perform  their  work  in  a  most  efficient  manner,  and  the  Sanitary  Administration  of  the 
Port  seems  to  be  very  satisfactorily  carried  out. 

There  were  no  cases  of  Plague,  Cholera,  or  Smallpox  during  the  year. 

I  am,  Sir, 

Your  obedient  Servant, 


W.  EDMUND  HARKER. 
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TYNE  PORT  SANITARY  AUTHORITY. 

Report  of  the  Medical  Officer  of  Health  for  the  Year  ended  31st  December,  1917. 


Daring  1917,  104  patients  have  been  treated  in  the  Floating  Hospital.  The  subjoined  Table  gives  particulars  as  to  the 

cases  and  their  issue  : — 

TABLE  I. — Floating  Hospital. 


Date  of 
Admission. 

Disease. 

Cases 
Adm  it- 
ted. 

1917. 

Feb.  6th  ... 

Measles  ... 

1 

,,  1 0  th  ... 

••  •  e  •  • 

1 

„  23rd  ... 

Sus.  Diphtheria  ... 

1 

Apr.  7th  .0. 

Measles  ... 

1 

,,  14th  ... 

55 

1 

,,  24th  ... 

99  ...  . .  • 

1 

„  28th  ... 

Diphtheria 

] 

June  12th  ... 

Scabies  ... 

1 

8 

Feb.  21st  ... 

Scabies  ... 

1 

„  24th  ... 

55 

1 

„  26th  ... 

15 

1 

-,  27th  ... 

55 

2 

„  28th  ... 

Rubella  ... 

1 

Mar.  8th  ... 

Scabies  ... 

1 

,,  20th  ... 

Rubella  ... 

1 

,,  20th  ... 

Scabies  ... 

1 

„  28  th  ... 

55 

1 

Apr.  3rd  . . . 

55  ••• 

1 

„  8th  ... 

Rubella  ... 

2 

„  14th  ... 

Scabies  ... 

1 

,,  17th  ... 

55 

1 

,,  19th  ... 

55  • '  •  ’  •  ’ 

1 

,,  20th  ... 

5, 

1 

„  26th  ... 

Diphtheria 

1 

May  17th  ... 

Rubella  ... 

1 

„  18th  ... 

Measles  ... 

1 

,,  21st 

Scabies  ... 

2 

„  23rd  ... 

9^  •  •  •  ‘  * 

1 

„  28th  ... 

••• 

1 

June  2nd  ... 

5, 

1 

,,  2nd  ... 

Measles  ... 

1 

„  6th  ... 

55 

1 

„  10th  ... 

5  9  •  •  '  • •  • 

1 

„  11th  ... 

,, 

1 

„  17th  ... 

Rubella  ... 

1 

„  I8th  ... 

•  •  •  •  •  • 

1 

,,  21st 

Scabies  ... 

2 

„  22nd  ... 

„ 

1 

„  22nd  ... 

,5 

1 

„  28  th  ... 

5, 

1 

„  30th  ... 

,5 

1 

July  12th  ... 

55 

2 

„  13th  ... 

55 

1 

,,  14th  ... 

55 

1 

,,  14th  ... 

55  • . .  ... 

1 

„  18th  ... 

5, 

1 

Name  of  Vessel. 


s.s.  “  Helma  ” 
s.s.  Nadejda  ”... 
s.s.  “Desideria  ”... 
s.s.  ‘‘Neva” 
s.s.  “  Nordstjernen  ” 
s.s.  “  Cairnloch” 
s.s.  “Kosegg”  ... 
s.s.  “  Slavonic  ”... 


Where  from. 


Grothenborg,  London... 
Archangel 
Christiania  . . 

Eouen 

Gothenberg,  Hull 
In  Tyne 
Rouen 
Larvik 


Result. 


Discharged  Feb.  27,  1917 

Mar.  13,  „ 

Apr.  14,  „ 

55  ^15  V 

May  1,  ,, 

55  16,  „ 

June  26,  „ 


55 

55 

55 

55 

55 

55 

55 


H.M.S.  “  Satellite  ” 


H.M.S.  “  Marshal  Soult  ” 
H.M.S.  “Satellite”  ... 
H.M.S.  “  Bonaventure  ” 
H.M.S.  “Satellite”  ... 


55 

H.M.S.  “Bonaventure” 
H.M.S.  “Satellite”  .. 


H.M.S.  “  Indomitable  ” 
H.M.S.  “  Bonaventure  ” 
H.M.S.  “  Satellite  ” 

H.M.S.  “  Thrasher”  ... 
H.M.S.  “  Bonaventure  ” 
H.M.S.  “Satellite” 
H.M.S.  “  Bonaventure  ” 
H.M.S.  “  Satellite” 

H.M  S.  “  Indomitable  ” 
H.M.S.  “  Bonaventure  ” 
H.M.S.  “  Satellite  ” 


55 


>5 


In  Tyne 

,, 

55 

,,  ...  ... 

55  *** 

,, 

,5 

55 

,, 

,, 

55  •** 

,,  ...  . . . 

55 

5, 

,, 

,5 

Sailors’  Home  at  North 
Shields 
In  Tyne 

55 
55 
55 
5^ 

»5 

5’ 

55 
55 
55 

55 

55 

•5 

55 
55 
55 
55 
55 
55 

55 

55 


55 

Mar. 

6, 

55 

55 

55 

65 

55 

55 

55 

6, 

55 

55 

55 

6, 

55 

55 

55 

G 

55 

55 

55 

13, 

55 

55 

Apr. 

7, 

55 

55 

Mar. 

27, 

55 

55 

Apr. 

75 

55 

<5 

55 

75 

>5 

55 

55 

23, 

55 

55 

55 

23, 

55 

55 

55 

23, 

55 

55 

55 

26, 

55 

55 

55 

26, 

55 

55 

May 

19, 

55 

55 

55 

31, 

55 

55 

55 

31, 

55 

55 

55 

31, 

55 

55 

June  5, 

5j 

Escaped 

55 

3, 

55 

Discharged 

55 

11, 

55 

55 

55 

12, 

55 

5’ 

55 

19, 

55 

55 

55 

19, 

55 

55 

55 

19, 

55 

55 

55 

29, 

55 

55 

55 

29, 

55 

>5 

July 

26, 

55 

55 

55 

^5 

55 

55 

Aug. 

8, 

55 

55 

July 

5, 

55 

55 

55 

5, 

55 

55 

55 

27, 

55 

55 

Aug. 

8, 

55 

55 

55 

8, 

55 

55 

July 

26, 

55 

55 

55 

26, 

55 
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TxlBLE  I. — Continued. 


Date  of 
Admission, 

Disease. 

Cases 

Admit¬ 

ted. 

Name  of  Vessel. 

Where  from. 

Result. 

June  19  th 

Scabies  . . . 

1 

H.M.S. Satellite  ” 

In  Tyne 

Discharged  July  26, 

1917 

„  20th 

,,  ... 

1 

jj 

55 

55 

27, 

55 

„  21st 

•  •  • 

•  •  • 

1 

5? 

55 

55 

26, 

55 

„  28th 

•  •  . 

,, 

2 

55 

Aiio' 

85 

99 

Aug.  9th 

•  •  • 

,, 

1 

,, 

J? 

55 

55 

24, 

99 

„  11th 

Chickenpox 

i 

... 

55 

Sep. 

15, 

55 

„  15th 

•  •  • 

Scabies  ... 

1 

H.M  S.  “  Bonaventure  ” 

JJ 

55 

Aug, 

19, 

99 

„  16th 

•  •  • 

59  ... 

7 

H.M.S.  “Satellite”  ... 

99 

99 

21, 

99 

„  17th 

•  •  • 

55  ... 

1 

55 

Sep. 

7, 

55 

,,  21st 

«  •  • 

,, 

2 

55 

Aug, 

24, 

55 

„  23rd 

•  •  • 

,, 

2 

,, 

55 

55 

28, 

55 

„  27ch 

•  «  • 

55  •  •  • 

1 

,, 

55 

99 

31, 

55 

27  th 

•  •  ■ 

95  •  *  • 

1 

H.M.S.  “  Bonaventure  ” 

99 

99 

31, 

9' 

„  29th 

•  •  • 

... 

1 

H.M.S.  “Satellite”  ... 

?? 

55 

Sep. 

4, 

5  5 

„  31st 

»  •  • 

1 

95  •  ■  • 

?? 

55 

55 

4, 

55 

Sep.  3rd 

•  •  • 

,,  ... 

2 

,, 

55 

•5 

7. 

55 

,,  8th 

•  •  • 

1 

H.M.S.  “  Bonaventure  ” 

5? 

55 

55 

155 

99 

„  19th 

•  «  • 

99  •  •  • 

1 

H.M.S.  “  Satellite  ” 

95 

55 

Oct. 

8, 

99 

„  23rd 

•  •  • 

,, 

1 

,, 

55 

• 

9  9 

I5 

55 

,,  25th 

.  .  . 

,, 

1 

5) 

55 

55 

1, 

55 

27th 

•  *  • 

,, 

1 

> 

55 

55 

I5 

55 

Oct.  5th 

•  •  • 

,,  ... 

1 

57 

55 

55 

27, 

5’ 

„  9th 

•  •  • 

Diphtheria 

1 

55 

55 

55 

30, 

55 

„  13  th 

•  V  • 

Scabies  . . . 

1 

•9  •  •  ' 

55 

55 

99 

27. 

5' 

„  21st 

•  •  • 

,,  ... 

1 

5,  *  *  * 

55 

55 

55 

27, 

55 

,,  21st: 

«  •  • 

V  •  •  • 

1 

H.M  S  “  Bonaventure 

99 

55 

5’ 

30, 

99 

„  23rd 

... 

99  •  •  • 

1 

H.M.S.  “  Satellite  ” 

55 

55 

55 

27, 

55 

„  26th 

•  •  • 

,, 

1 

r 

55 

5’ 

55 

31, 

55 

26th 

•  •  • 

,, 

1 

99 

55 

Nov. 

13, 

55 

„  29th 

•  •  • 

,,  ... 

1 

99 

55 

99 

75 

55 

„  30th 

Septic  Throat 

1 

,,  . . . 

55 

55 

55 

7, 

55 

Nov.  15th 

•  •  • 

Suspected  Measles 

1 

,, 

55 

♦ 

55 

55 

22, 

99 

,,  20th 

•  •  * 

Scabies  . . . 

1 

,, 

99 

55 

55 

27, 

99 

Dec.  4th 

,, 

1 

,5  •  •  ■ 

5’ 

55 

Dec. 

10, 

55 

,,  5th 

1 

,,  ... 

55 

5’ 

55 

10, 

55 

,,  6  th 

1 

59 

55 

’5 

10, 

55 

„  6th 

•  •  • 

99  '  '  “ 

1 

H.M.S.  “  Bonaventure  ” 

55 

55 

55 

IO5 

5* 

7th 

99  ... 

1 

H.M.S.  “  Satellite  ” 

99 

55 

99 

17. 

55 

10th 

,, 

1 

H.M.S.  “  Bonaventure  ” 

55 

55 

55 

17, 

5* 

,,  11th 

«  •  • 

,,  ... 

1 

55 

55 

55 

19. 

5» 

14th 

«  •  - 

95  •  •  • 

1 

H.M.S.  “Satellite”  ... 

55 

55 

99 

19, 

99 

„  15th 

•  •  • 

Septic  Throat 

1 

,, 

55 

55 

55 

22, 

55 

27th 

•  * 

Scabies  ... 

1 

H.M.S.  “  Bonaventure  ” 

55 

55 

Jau. 

2, 

1918 

96 
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Vessels  boarded  by  the  Medical  Officer  of  Health. 

330  vessels  have  been  visited  by  Medical  Officer  of  Health  on  account  of  reported  or  suspected  sickness  on  board. 

The  following  table  gives  the  list  of  vessels  boarded  during  1917  by  the  Medical  Officer  of  Health  on  account  of 
disease  on  board  during  the  voyage,  or  at  the  time  of  arrival  in  the  Tyne  : — 

TABLE  IB. 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

1917. 
Jan.  2 

S.S. 

“  Huntcaetle  ” 

British  . . . 

Bombay, 

Karrachi 

Abscess 

The  Medical  Officer  of  Health  exam¬ 
ined  the  crew  of  60  hands,  and 
found  one  of  the  firemen  to  be 
suffering  from,  abscess.  He  was 

removed  tio  the  Jubilee  Hospital, 
North  Shields,  for  operation. 

2 

S.S. 

“Nederland”  ... 

Hatch  ... 

Rouen 

Rheumatism 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  rheu¬ 
matism. 

3 

S.S. 

“Stanford”  ... 

Norwegian 

Rouen 

Yenereal 

One  of  the  firemen  was  examined  and 
found  to  be  suffering  from 
venereal. 

3 

S.S. 

“  Jose 

Yilallonga” 

* 

Spanish  ... 

Bilbao 

Accident 

t 

One  of  the  trimmers  was  examined, 
and  found  to  be  suffering  from 
accident. 

6 

S.S. 

“Dageid” 

Norwegian 

Rouen 

Threatened 

Appendicitis 

Thie  chief  officer  was  examined,  and 
found  to  be  suffering  from 
threatened  appendicitis.  He  was 
sent  home  for  treatment. 

6 

S.S. 

“  Sicilia  ” 

Russian  ... 

Hull 

Feverish  cold  ... 

One  of  the  seamen  was;  examined,  and 
found  to  be  suffering  from  fever¬ 
ish  cold. 

8 

S.S. 

“Adina” 

Danish  . . . 

Calais 

Yenereal 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
venereal. 

8 

S.S. 

“  Markersdal  ” 

Danish  ... 

Bilbao 

Accident 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 

9 

S.S. 

“  Expedit  ” 

Norwegian 

Hull 

Accident 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 

11 

S.S. 

“Matti” 

Norwegian 

Porto 

Yeechia 

Heart  trouble, 
Nervous  debility 

Two  of  the  sieamen  were  examined, 
and  one  found  to  be  suffering 
from  heart  trouble,  and  the  other 
from  nervousi  debility.  The 

latter  was  sent  home  for  treat¬ 
ment. 

15 

S.S. 

“Rena” 

Norwegian 

Gothenborg 

Non-infectious  ... 

Three  of  the  crew  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints. 

e. 

16 

17 

17 

18 

20 

20 

24 

25 

26 

27 

27 
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TABLE  II. — Continued. 


Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

s.s.  ‘‘ Florida  ” 

Danish  ... 

Copenhagen 

Septic  Throat  ... 

The  donkey  mail)  was  exainimed,  and 
found  to  be  suffering  from  septic 
throat. 

s.s.  “  Reidar  ” 

Norwegian 

Rouen 

Feverish  Cold  ... 

Four  of  the  crew  were  examined,  and 
found  to  be  suffering  from  fever¬ 
ish  colds. 

s.s.  “  Kjobenhavn  ” 

Danish  ... 

Copenhagen 

Accident 

The  2nd  engineer  was  examined,  and 
found  to  be  suffering  from  in¬ 
jury  to  the  knee.  He  was  re¬ 

moved  to  the  Jubilee  Hospital, 
North  Shields,  for  operation. 

s.s.  ‘'St.  Andrew” 

1 

British  . . 

Karrachi  . . . 

Venereal 

V 

The  Medical  Officer  of  Health  exam¬ 
ined  the  crew  of  30  hands,  and 
with  the  exception  of  one  of  the 
firemen  suffering  from  venereal, 
were  found  all  well.  Instructions 
were  given  the  master  to  fix  rat 
guards  on  the  ropes,  and  have  the 
vessel  fumigated  after  dis¬ 

charging. 

s.s.  Nederland  ” 

Dutch  ... 

Rouen 

Accident  •  ... 

t 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 

s.s.  ‘‘  Norfolk  ” 

Norwegian 

Rotterdam . . . 

Non-inf ectious  ... 

Two  of  the  crew  were  examined,  and 
•found  to  be  suffering  from  non- 
infectious  complaints. 

I 

1  s.s.  “  Antwerpen  ” 

1 

Danish  ... 

Copenhagen 

Non-infectious  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints. 

s.s.  “Belos” 

Norwegian 

Middlesbro’ 

Chest  Complaint 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  chest 
complaint. 

1  s.s.  “  Anglia  ” 

1 

, 

1 

Swedish  . . . 

Sunderland 

Non-infectious  ... 

Five  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

t r ea tm  e  nt  r  ec  o  m  m  en  de  d . 

s.s.  “  Drot  ” 

Norwegian 

Stavanger  ... 

Non-infectious  ... 

Six  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints  Medical 

treatment  recommended , 

s.s.  “  Consul 

Persson  ’’ 

Middlesbro’ 

Venereal 

Three  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
venereal. 

s.s. ‘‘Union” 

>> 

Halmstadt ... 

Skin  Disease 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  skin 
disease. 
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TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

Nationality, 

Where  from. 

Nature  of  Sickness. 

Remakks. 

Jan.  29 

s.s.  “  Bullmouth  ”... 

British  . . . 

Scalpa  Flow 

Feverish  Cold  . . . 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  fever¬ 
ish  cold. 

„  30 

s.s.  “  Jean  Consul  ” 

French  ... 

Lisbon 

Eczema 

The  chief  engineeer  was  examined, 
and  found  to  be  suffering  from 
eczema. 

„  30 

s.s. Feltre  ” 

Italian  ... 

Genoa 

Syphilis  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  removed  to  the 
Union  Hospital,  South  Shields, 
for  treatment. 

Feb.  1 

s.s.  “Gefle” 

Swedish  ... 

■  Kouen 

Accident 

The  2nd  engineer  was  examined,  and 
found  to  be  suffering  from  an  in¬ 
jured  eye. 

„  2 

s.s.  “Locko” 

Norwegian 

Hartlepool . . . 

Disordered 

Stomach 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from  a 
disordered  stomach. 

„  5 

s.s.  ‘‘ Consul  Olssen  ” 

Swedish ... 

Havre 

Tonsilitis 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
tonsilitis. 

„  5 

s.s.  “  Cheybassa  ” 

British  ... 

Middlesbro’ 

Non-inf ectious  ... 

Ten  of  the  Asiatic  seamen  were  exam¬ 
ined,  and  found  to  be  suffering 
from  non-infectious  complaints. 
Medical  treatment  recommended. 

s.s.  “  Ittersum  ”  ... 

Swedish . . , 

Ymuiden  ... 

Neuralgia 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
neuralgia. 

„  5 

s.s.  “  Irismere  ”  ... 

British  ... 

Middlesbro’ 

Disordered 

Stomach 

Two  of  the  Asiatic  firemen  were 
examined,  and  found  to  Ido 
suffering  from  disordered 

stomach. 

»  6 

s.s.  “  Ullabrand 

Norwegian 

Bilbao 

Venereal 

Six  of  the  crew  were  examined,  and 
found  to  be  suffering  from 
venereal . 

V  6 

s.s.  “Helma” 

Gothenborg, 

London 

Measles  ... 

Notification  was  received  from  Dr. 
O' Callaghan  of  a  case  of  measles 
on  board.  He  was  removed  to  the 
Floating  Hospital  for  treatment, 
and  the  vessel  disinfected 

„  9 

s.s.  “  Louisania  ”  ... 

Danish  . . . 

Copenhagen 

Accident 

One  of  the  firemen  wasi  examined,  and 
found  to  be  suffering  from  injury 
to  the  ribs. 

„  10 

s.s.  “  Carl  Henckle  ” 

Norwegian 

Helsingborg 

Bronchitis 

The  2nd  mate  was  examined,  and 
found  to  be  suffering  from  bron¬ 
chitis. 
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TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remaeks. 

Feb.  10 

s.s.  “  Lydia  ” 

Swedish  ... 

Rouen 

Neuralgia 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
neuralgia. 

„  13 

s.s.  “  Consul 

Persson  ” 

Norwegian 

Middlesbro’ 

Venereal 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from 
venereal. 

s.s.  “  Victor  de 

Ohavarri  ” 

Spanish  ... 

Bilbao 

Accident 

One  of  the  trimmers  was  examined, 
and  found  to  be  suffering  from 
injury  to  the  ribs.  He  was  re¬ 

moved  to  the  Jubilee  Hospital, 
North  Shields,  for  treatment. 

„  14 

s.s.  “  Aladdin  ” 

Norwegian 

Treport 

Feverish  Cold  ... 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  fever¬ 
ish  cold. 

„  14 

s.s.  ‘‘Asiatic” 

British  ... 

Hull 

Feverish  Cold  ... 

Three  of  the  Asiatic  crew  were  exam¬ 
ined,  and  found  to  be  suffering 
from  feverish  colds.  Medical 

treatment  recommended. 

M  15 

s.s.  “  Nadejda” 

Russian ... 

In  Tyne  ... 

Measles  ... 

One  of  the  seamen  was  examined, 
and  found  tO'  be  suffering  from 
measles.  He  was  removed  to  the 
Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 

,,  17 

„  17 

S.S.  “  Bengali  ” 

s.s. ‘‘ Messidor  ”  ... 

British  ... 

Calcutta, 

Middlesbro’ 

Galveston  ... 

Pneumonia 

Non-infections  ... 

One  of  the  Lascar  seamen  was  exam¬ 
ined,  and  found  to  be  suffering 
•  from  pneumonia.  He  was  re¬ 

moved  to  the  Union  Hospital, 
South  Shields,  for  treatment. 

Three  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints.  Medi¬ 
cal  treatment  recommended. 

„  19 

s.s.  “  Fornaes  ” 

Danish  ... 

London 

Syphilis 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
syphilis. 

„  20 

s.s.  “  Bothnia  ” 

i 

[ 

Swedish... 

London 

Scabies  ... 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
scabies.  Medical  treatment  re¬ 

commended,  and  the  forecastles 
disinfected. 

„  21 

!  H.M.S.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies  ... 

The  Staff  Surgeon  reported  a  case  of 
scabies.  He  was  removed  to  the 
Floating  Hospital  for  treatment, 
and  tlie  vessel  disinfected. 
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TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Hem  AUKS. 

Feb.  22 

s.s.  “  San  Alelito 

1 

British  . . . 

Scapa  Flow 

Consumption 

On©  of  the  greasers  was  examined, 
and  found  to  be  suffering  from 
consumption.  He  was  removed 

to  the  Jubilee  Hospital,  North 
Shields  for  treatment,  and  the 
erewspaces  disinfected. 

„  23 

sail  “  Lecideria  ”  ... 

Norwegian 

Christiania 

Diptheria 

On©  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  dip¬ 
theria.  He  was  removed  to  the 

Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 

„  24 

H.M.s.  ‘‘  Satellite  ”... 

k 

British  ... 

In  Tyne  ... 

Scabies 

The  Staff  Surgeon  reported  a  case  of 
scabiesi.  He  was  removed  to  the 
Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 

„  26 

H.M.s.  “  Satellite  ”... 

,,  .. . 

In  Tyne  ... 

Scabies 

The  Staff  Surgeon  reported  a  case  of 
scahies.  He  was  removed  to  the 
Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 

„  27 

H.M.s.  “  Satellite  ”... 

,, 

In  Tyne  ... 

Scabies 

The  Staff  Surgeon  reported  two  cases 
of  scabies.  They  were  removed 

to  the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  diisinfected. 

V  27 

s.s.  “Dokka” 

Norwegian 

Narvik 

Delusions 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  de¬ 
lusions.  He  was  removed  to  the 

Union  Hospital,  South  Shields, 
for  treatment. 

„  28 

H.M.s.  Marshall 

Soult  ” 

British  . . . 

In  Tyne  ... 

Rubella 

The  Staff  Surgeon  reported  a  case  of 
rubella.  He  was  removed  to  the 

Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 

Mar.  2 

s.s.  “  W.  H.  Dwyer” 

,,  ... 

Rouen 

Dysentery 

The  cook  was  examined,  and  found  to 
be  suffering  from  dysentery. 

„  2 

s.s.  “  Hammar  ”  ... 

Swedish . . . 

Hull 

Syphilis 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
syphilis.  They  were  removed  to 
the  Union  Hospital,  North 

Shields,  for  treatment. 

„  3 

s.s.  “  Merkara  ”  ... 

British  ... 

Calcutta, 

Middlesbro’ 

Non-infectious  ... 

Three  of  the  Asiatic  seamen  were 
examined,  and  found  to  be 
suffering  from  non-infectious  com¬ 
plaints.  Medical  treatment  ret- 

commended. 

.  7 

s.s.  “  Herdebred  ”... 

Norwegian 

Rouen 

Syphilis 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
syphilis. 
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TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Mar.  7 

s.s.  “  Yeiglitstroom” 

Dutch  ... 

Rotterdam 

Malarial  Fever  ... 

One  of  the  firemen  was  examined, 
and  found  to  be  suffering  from 
malarial  fewer. 

,,  7 

s.s.  “Woodbridge” 

British  ... 

Hornilla  Bay 

Rheumatism 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  rheu¬ 
matism. 

„  8 

s.s. ‘‘Felix” 

Norwegian 

Rouen 

Syphilis 

The  donkeyman  was  examined,  and 
found  to  be  suffering  from 
syphilis. 

„  8 

H.M.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Scabies 

The  StaR  Surgeon  reported  a  case  of 
scabies.  He  was  removed  to  the 
Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 

,,  9 

s.s.  “Gerda” 

Norwegian 

Skien 

Non-infectious  ... 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 

O 

non-infectious  complaints. 

„  10 

s.s.  “  Ingeborg  ”  ... 

Swedish  .. 

Gothenborg 

Venereal 

The  cook  was  examined,  and  found  to 
be  suffering  from  venereal.  He 

was  sent  home  for  medical  treat¬ 
ment. 

„  13 

s.s.  “  Osterland  ”  ... 

Dutch  ... 

Rouen 

Pleurisy... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
pleurisy. 

s.s.  “Zimorodok  ”... 

Russian  ... 

Alexandrofske 

Syphilis, 

Gonorrhoea 

Two  of  the  seamen  were  examined, 

*  and  one  found  to  be  suffering  from 
gonorrhoea,  and!  the  other  from 
syphilis. 

„  15 

s.s.  “Pollux” 

Norwegian 

Middlesbro’ 

Scabies  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  scabies. 
Medical  treatment  recommended, 
and  the  crewspaces  disinfected. 

„  17 

s.s.  “  Askelad  ” 

,, 

Christiansand 

Ulcers  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  ulcers. 

„  17 

s.s.  “Navigator”  ... 

,, 

Rouen 

Venereal, 

Diarrhoea 

Two  of  the  crew  were  examined,  and 

1  one  found  to  be  suffering  from 

venereal,  and  ,  the  other  from 
diarrhoea. 

„  19 

s.s.  “  Kronpinns 

Olav  ” 

Rouen 

Accident 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
injuries. 

„  19 

s.s.  “  Kong  Helge” 

Drontheim... 

Delusions 

1 

1 

The  2nd  engineer  was  examined,  and 
found  to  be  suffering  from 
delusions. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Mar.  19 

s.s.  “  Trudvang  ” 

Norwegian 

Rouen 

Syphilis 

One  of  the  iiremen  was  examined,  and 
found  to  be  suffering  from,  syphi¬ 
lis.  He  was  sent  home  for  treat- 
menti. 

„  20 

s.s.  “  Belluno  ” 

Italian  . . . 

Sunderland 

Lumbago 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  lum¬ 
bago. 

„  20 

H.M.s.  ‘Bonaventure’ 

British  ... 

In  Tyne 

Rubella 

The  Staff  Surgeon  reported  a  case  of 
rubella.  He  was  removed  to  the 
Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 

„  20 

H.M.s.  “  Satellite  ” 

,,  ... 

In  Tyne 

Scabies 

The  Staff'  Surgeon  reported  a  case  of 
scabiesi.  He  was  removed  to  the 
Floating  Hospital  fbr  treatment, 
and  the  vessel  disinfected. 

„  22 

s  s.  “  Balham  ” 

Rouen 

Syphilis 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  syphi¬ 
lis.  He  was  sent  home  for 

medical  treatment. 

22 

s.s.  “W.  D.  Munroe” 

Norwegian 

Stavanger  ... 

Pneumonia 

One  of  the  seamen  was  examined, 
and  found  to  be  suffering  from 
pneumoniai.  He  was  removed  to 

the  Royal  Infirmary  for  treatment. 

„  23 

s.s. ‘‘Kotka” 

British  . . . 

Hull 

N on-infectious  ... 

The  master  and  three  of  the^  crew 
were  examined,  and  found  to  be 
suffering  from,  non-infectious  com¬ 
plaints.  Medical  treatment  re¬ 

commended. 

„  26 

s.s.  “  Trumor  ” 

Russian  ... 

Alexandrovsk 

Non-infectious  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints. 

00 

H.M.s.  “  Satellite  ” 

British  . . . 

In  Tyne  ... 

Scabies 

Notification,  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospiital  for*  treatment,  and  the 
vessel  disinfected. 

,,  29 

s.s.  Yenetia  ” 

Bombay, 

Hull 

Infected  Port  ... 

Notification  was  received  from  the 
Medical  Officer  of  Hull  of  Plague 
Infected  Rats  having  been  found 
on  board,  and  the  vessel  had 
been  thoroughly  fumigated  for 
.their  destruction.  The  Medical 

Officer  of  Health  boarded  her  on 
arrival  in  this  port,  and  examined 
the  crew  of  37  hands  and  found 
them  all  well.  The  vessel  went 

straight  under  the  Coal  Spouts  to 
load,  and  sailed  on  March  31st. 
Nothing  further  occurred. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Mar.  31 

s.s.  “  Tanfield  ”  ... 

British  . . . 

Middlesbro’ 

Blood  Poisoning 

One  of  the  Aisiatic  seamen  was  exam¬ 
ined,  and  found  to  be  sufferinof 
from  blood  poisoning. 

April  3 

H.M.s.  “  Satellite  ” 

,, 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  wasi  removed  to  the  Floatintr 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  3 

s.s. Stokke  ” 

Norwegian 

Rouen 

Rheumatism 

Two  of  the  firemen  were  examined, 
and  found  to  be  suffering  from 
rheumatism. 

„  7 

s.s.  “Neva” 

Swedish  ... 

Measles  ... 

The  master  was  examined,  and  found 
to  be  suffering  from  measles.  He 
was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  8 

H.M.s.  “  Satellite  ” 

British  ... 

In  Tyne  ... 

Rubella  ... 

Notifioation  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
rubella.  They  were  removed  to 
the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

„  11 

s.s.  “Gyller” 

Norwegian 

Christiania 

Accident 

The  chief  officer  was  examined,  and 
found  to  be  suffering  from 
accident. 

„  12 

s.s.  “Lisa” 

Swedish ... 

Rouen 

Venereal 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
venereal. 

„  14 

s.s.  “  Nordstjernen  ” 

Gothenborg, 

Hull 

Measles  ... 

Notification  was  received  from  Dr. 
Crosby,  South  Shields,  of  a  case 
of  measles.  He  was  removed  to 
the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

„  16 

s.s.  “  Chiswick  ”  ... 

British  ... 

Hull . 

Nervous  Debility 

The  master  was  examined,  and  found 
to  be  suffering  from  nervous 
debility. 

„  16 

S.S.  “  Yille  de  Cette  ” 

French  ... 

Dunkirk  ... 

Abscess  ... 

One  of  the  seamen  was  examined  and 
found  to  be  suffering  from 
abscess. 

„  16 

s.s.  “  Galacia  ” 

Norwegian 

Bordeaux  ... 

Debility, 

Venereal 

The  chief  officer  was  examined,  and 
found  to  be  suffering  from 
debility. 

The  steward  was  also  found  to  be 
suffering  from  venereal. 
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Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

s.s.  ‘‘  Eidsvaag  ”  •• 

Norwegian 

Rouen 

Venereal 

On©  of  the  seamen  waiS  examined,  and 
found  to  be  suffering  from 
vienereal.  He  was  removed  to 

the  Union  Hospital,  South 

Shields,  for  treatment. 

s.s. ‘‘ Zanoni  ” 

British  ... 

Yillaricos  ... 

Syphilis 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
syphilis. 

s.s.  “  Bank  ” 

Norwegian 

Rouen 

Venereal 

One  of  the  seamen,  was  examined,  and 
found  to  be  suffering  from 
venereal. 

H.M.s  “  Satellite  ” 

British  ... 

In  Tyne  ... 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

s.s.  “Kong  Magnus” 

Norwegian 

Narvik 

Neuritis... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
neuritis.  He  was  removed  to  the 
Union  Hospital,  South  Shields, 
for  treatment. 

H.M.s. 

“  Bonaventure  ” 

British  ... 

In  Tyne  ... 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  reanoved  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

s.s.  “  Katharina  ”  ... 

Greek  ... 

Bilbao 

Syphilis ... 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
syphilis. 

s.s.  “  Peik  ” 

Norwegian 

Bordeaux  ... 

Disordered 

Stomach 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a 
disordered  stomach. 

H.M.s.  “  Satellite  ” 

British  ... 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatinent,  and  the 
vessel  disinfected. 

s.s.  “  Gaupen  ” 

Norwegian 

Hull 

Non-infectious  ... 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints . 

s.s.  “  Dageid  ” 

jj 

Rouen 

Phthisis 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
phthisis.  He  was  removed  to  the 
Union  Hospital,  South  Shields, 
for  treatment,  and  the  vessel  dis¬ 
infected 

17 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remaeks. 

Apl.  23 

s.s.  “  Femern  ” 

Swedish  ... 

Gothenborg 

Disordered 

Stomach 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a  dis¬ 
ordered  stomach. 

„  24 

s.s.  ‘‘  Cairnlocli  ”  ... 

British  ... 

Rouen 

Measles 

Notification  wa-si  received  flrom  the 
Medical  Officer  of  North  Shields 
of  a,  case  of  measles  on  board. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  2-i 

s.s.  “  Nested  1  ”  ... 

Norwegian 

London 

Non-infectious  ... 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints. 

„  25 

s.s.  “GaEger  Rolf  ” 

... 

Rouen 

Rheumatism 

Venereal 

Two  of  the  iseamen  were  examined ; 
one  found  to'  be  suffering  from 
rheumatism,  and  the  other  from 
venereal. 

„  25 

s.s.  “Taurus” 

,, 

Havre 

Lumbago 

One  of  the  seamen  w.a:S  examined, 
and  found  to  be  suffering  from 
lumbagO'. 

„  28 

s.s.  “Fenris” 

,, 

Fecamp 

Venereal 

The  chief  and  2nd  engineers  were 
examined,  and  found  to  be  suffer¬ 
ing  from  venereal. 

„  26 

H.M.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Diphtheria 

Notification  wais  received  from  the 
Staff  Surgeon  of  a.  case  of  Diph¬ 
theria.  He  waiS  removed  to  the 

Floatingi  Ho'Sipital  for  treatment, 
and  the  vessel  disinfected. 

„  28 

s.s.  “Rosegg” 

Norwegian 

Rouen 

Diphtheria 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  Diph¬ 
theria.  He  w'ais  removed  to  the 

Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 

„  30 

1 

i 

s.s.  “  Lisa  ” 

Swedish ... 

Rouen 

Venereal 

Two  of  the  firemen  were  examined, 
and  found  to  be  suffering  from 
venereal. 

„  30 

s.s.  “  Coruna  ” 

Norwegian 

Rouen 

Scabies 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  scabies. 
He  was  removed  to  the  Union 
Hospital,  and  the  vessel  disin¬ 
fected. 

May  1 

s.s.  “  Ohio  ” 

,,  ... 

Christiania... 

Rheumatism 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  rheu¬ 
matism. 

” 

s.s.  “Harold” 

,, 

Gothenborg 

Venereal 

One  of  the  crew  was  examined,  and 
found  to  be  suffering  from 
venereal. 
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Date 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

May  1 

s.s.  “Bromma” 

Norwegian 

Rouen 

Venereal 

The  2nd  mate  was  examined,  and 
found  to  be  suffering  from 
venereal. 

s.s.  “  Spurt  ” 

Rouen 

Scabie 

Two  of  the  firemen  were  examined, 
and  found  to-  bei  suffering  from 
scabies..  Medical  treatmient  re¬ 

commended,  and  the  vessel  disin¬ 
fected. 

s.s.  “  Flynderborg  ” 

Danish  ... 

Middlesbro’ 

Non-inf ectious  ... 

Two  of  the  crew  were  examined,  and 
found  to  be:  siuffering  from  non- 
infectious  complaints.  Medical 

treatment  recommend ed . 

,,  5 

s.s.  “  Brussel” 

Norwegian 

Christiania... 

Venereal 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
venereal. 

„  10 

s.s.  “  Navigator  ”  ... 

... 

Rouen 

Non-infectious  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 

„  10 

s.s.  “Adalia” 

British  ... 

Middlesbro’ 

Bronchial  Asthma 

One  of  the  xisiatic  seamen  wa.s  exam¬ 
ined,  a.nd  found  to  be  suffering 
from  bronchial  asthma. 

„  10 

s.s.  Storm  ” 

,, 

Dunkirk  ... 

Syphilis 

One  of  the  Asiatic  seamen  was  exam¬ 
ined  and  found  to  be  suffering 
from  syphilis.  He  was  removed 
to  the  Union  Hospital,  Gateshead, 
and  the  vessel  disinfected. 

„  11 

s.s.  ‘  Sint  Aunalaiid  ’ 

Dutch  ... 

Rotterdam 

Feverish  Cold  ... 

The  2nd  engineer'  and  chief  officer 
were  examined,  and  found  to  be 
suffering  from  feverish  colds. 

„  11 

s.s.  ‘‘Thirlby” 

British  ... 

Dunkirk  ... 

Venereal 

One  of  the  .seamen  was  exa, mined,  and 
found  to  be  suffering  from 
venereal. 

„  17 

Sailors’  Home 

•  •  • 

1 

North  Shields 

Measles 

Notification  was  received  from  the 
Staff  Surgeon  of  H.M.S. 

“  Satellite  ”  of  a  case  of  measles 
at  the  North  Shields  Sailors 
Home.  He  was  removed  to  the 

Floating  Hospital  for  treatment, 
and  the  Home  disinfected  by  the 
North  Shields  Sanitary  Authority. 

„  17 

s.s.  ‘‘Nederland”  ... 

Dutch  ... 

Rotterdam 

Feverish  Cold  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  feverish 
cold. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

May  18 

s.s.  “  Hammar  ”  ... 

1 

Swedish  ... 

Gothenborg 

Syphilis, 

Scabies 

TWo’  of  the  seamen,  were  examined ; 
one  found  to  be  suffering  from 
syphilis,  and  the  the  other  from 
scabies.  Medical  treatment  re- 

commendedy  ’and  the  crewspaces 
disinfected. 

„  18 

s.s.  “  Elka  II.  ”  ... 

? )  •  •  ♦ 

Gothenborg 

Blood  Poisoning 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  blood 
poisoning. 

„  18 

s.s.  “  Djerv 

Norwegian 

Skien 

Feverish  Cold  ... 

One  of  the  firemen  wa,si  examined,  and 
found  to  be  suffering  from 
feverish  cold. 

„  18 

H.M.s.  ‘  Indomitable’ 

• 

British  . . . 

In  Tyne  ... 

Measles 

Notification  was  received  from  the 
Staff  Surgeon  <of  ai  Ciaise  of  m'easles. 
He  was  removed  to  the  Floating 
Hoispital  for]  treatment,  and  the 
vessel  disinfected. 

„  2] 

H.M.s.  ‘Bonaventure’ 

?  ^  •  •  • 

In  Tyne  ... 

Scabies  ... 

Notification^  was  received  from  the 
Staiff  Surgeon  of  two  cases  of 
scabies.  They  were  removed  to 

the  Floating  Hospital  for  treat¬ 
ment,  and  the  crewspaces  disin¬ 
fected. 

„  2i 

sail  “  Inge  ” 

Swedish  ... 

Helsingborg 

Ulcerated  Throat 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  ulcer¬ 
ated  throat. 

V  21 

s.s.  “Mercia” 

,,  ... 

Gothenborg 

Cold 

One  'of  the  seamen,  was  examined,  and 
found  to  be  suffering  from  cold. 

„  23 

s.s.  “Nord” 

Norwegian 

Boulogne  ... 

Nervous  Debility 

The  captain  was  examined,  and  found 
to  be  suffering  from  nervous 
debility. 

„  23 

H.M.s.  “  Satellite  ”... 

British  .. 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  24 

s.s.  “  Fridtjoff 

Nansen” 

Norwegian 

London 

Venereal 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
venereal. 

24 

s  s.  “  Svava  ” 

Danish  ... 

Elsinore 

Venereal 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
venereal. 

1’4 

s.s.  “  Anchoria ”  ... 

British  ... 

Calcutta 

Infected  Port  ... 

The  Medical  Officer  of  Health  exam¬ 
ined  the  crew  of  94  hands,  and 
found  them  all  well. 

TABLE  IL — Continued, 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Kemaeks. 

May  24 

s.s.  C'lan  Gordon  ” 

British  ... 

Calcutta  via 
Plymouth 

Infected  Port  ... 

The  Medical  Utiicer  of  Health  exam¬ 
ined  the  crew  of  90  hands,  and 
found  them  all  well. 

„  28 

H.M.s.  “  Satellite  ”... 

In  Tyne  ... 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  remioved  tO'  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  29 

g.s.  “  Kjeld  ” 

Norwegian 

Flekkefjord 

Stricture 

The  cook  was  examined,  and  found  to 
be  suffering  from  istricture. 

„  2!) 

s.s.  “Feltre” 

Italian  . 

Middlesbro’ 

•  Non-infections  ... 

Two  of  the!  .seamen  were  examined, 
and  found  to  be  suffering  from 
non-infectious  eomplalnts.  Medical 
treatment  recommended. 

„  31 

s.s.  “  Ugo  Bassi  ”  ... 

Port  Briera 

Non-inf ectious  ... 

One  of  the  seamen  waiS  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaint. 

June  1 

s.s.  ‘‘  Markersdal  ”... 

Danish  ... 

Eouen 

Syphilis 

One  of  the  crew  waiS  examined,  and 
found  to  be  suffering  from 

o 

syphilis.  He  was  sent  home  for 

medical  treatment. 

„  2 

sail ‘‘Inge” 

Helsingborg 

Skin  Disease 

One  of  the  seamen:  wasi  examined,  and 
found  to  be  suffering  from  skin 
disease. 

s.s.  “  Fenris  ” 

Norwegian 

Rouen 

Gravel 

The  2nd  engineer  was  exa.mined,  and 
found  to  be  suffering  from  gravel. 

o  o 

„  2 

s.s.  “  Flynderborg  ” 

Danish  ... 

Middlesbro’ 

Paralysis 

The  2nd  ma.te  was  examined,  and 
found  to  be  suffering  from 
paralysis. 

„  2 

H.M.s.  ‘Bona' enture 

British  ... 

In  Tyne  . , 

Measles, 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  measles 
and  a.  ease  of  scabies.  They  were 
both  removed  to  the  Floating 
Hospital  for  treatment.,  and  the 
vessel  disinfected. 

„  4 

s.s.  “  Jotunfjell  ”  ... 

Norwegian 

Bilbao 

Scabies 

Four  of  the  crew  were  examined,  and 
found  to  be  suffering  from  scabies. 
Medical  treatment  recommended, 
and  the  crewspaces  disinfected. 

>,  5 

s.s.  “  Constantin  ”... 

])anish  ... 

Copenhagen 

Lumbngo 

One  of  the  seamen  w.a,Si  examined,  and 
found  to  be  suffering  from  lum¬ 
bago. 

»  6 

s.s  ‘‘  Braa  ” 

Norwegian 

Rouen 

Non-infectious  ... 

One  of  the  crew  was  examined,  and 
found  to  be  suffering  from  a  non- 
infectious  complaint. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

J  une  G 

' 

s.s.  “Ferro” 

j 

Norwegian 

Port  Briera 

Scabies, 

Syphilis, 

Blood  Poisoning 

Five  of  the  crew  were  examined  ; 
three  found  to  be  suffering  from 
sicabies,  one  from  syphilis,  and  one 
from  blood  poison  ing.  The 

former  were  removed  to  the 
Union  Hospital,  South  Sliields, 
for  treatment,  and  the  latter  to 
the  Jubilee  Hospital,  North 
Shields  for'  operation,  and  the 
vessel  disinfected. 

..  G 

s.s.  “  Hav  ” 

,, 

Narvik 

Non-infectious  ... 

One  of  the  crew  was  examined,  and 
found  to  be  suffering  from  a  non- 
infectious  complaint. 

6 

s.s.  “  Malabar  ” 

British  ... 

Leith 

Non-infectious  ... 

The  donkeyman  was  examined,  and 
found  to  be  suffering  from  a  non- 
infectious  complaint. 

„  6 

H.M.s.  “  Satellite  ”... 

,,  ... 

In  Tyne  ... 

Measles 

Notification  was  received  from  the 
Staff  Surgeon,  of  a  case  of  mea-sles. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  7 

s.s.  “  Alexy  ” 

Danish  ... 

Rouen 

Phthisis 

One  of  the  seamen  was  examined,  and 
found  to  be  suffeiring  from  phth- 
sis.  He  was  sent  home  for  treat¬ 
ment. 

„  7 

s.s.  “  Stamboul  ”  ... 

Norwegian 

Dram  men  ... 

Non-infectious  ... 

On’e  of  the  crew  was  examined,  and 
found  to  be  suffering  from  a  non- 
infectious  complaint. 

8 

s.s.  “  Sagatind  ” 

... 

Lerwick 

Accident 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent'. 

V  9 

) 

1 

i  s.s.  “  Nordstjeriien  ” 

Swedish  ... 

Christiania... 

Indigestion 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  indi¬ 
gestion  . 

„  10 

i 

1  H.M.s.  ‘Bonaventure’ 

1 

1 

! 

British  ... 

In  Tyne  .. 

Measles  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  measles. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

11 

i 

H.M.s.  “  Satellite 

British  ... 

In  Tyne  ... 

Measles  ... 

« 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  measles. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

- 

'  ... 

_ 

. .  -  — ■ 
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Date. 

Name  of  Vessel 

Nationality. 

Where  from. 

Nature  of  Sickness. 

llEMAEKS. 

June  12 

s.s.  ‘‘  Slavonic  ”  ... 

Russian  ... 

Lerwick 

Scabies 

On*©  of  th©  sieia.men  was  ©xamined,  and 
found  to  b©  suffering  from 
scabies.  He  was  r©moved  to  the 
Floating!  Hospital  for  treatment, 
and  the  vessel  disinfected. 

„  14 

s.s.  “  Baltique  ”  ... 

Norwegian 

Bilbao 

Venereal 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
venereal. 

lu 

s.s.  “  Jonshorn  ”  ... 

Cromarty  . . . 

Syphilis 

Two  of  the  crew  were  ©xamined,  and 
found  to  be  suffering  from 
syphilis.  They  were  sent  homi© 

for  medical  treatment. 

„  16 

s.s.  “  Cannis  ” 

,,  ... 

Montrose  .. 

Syphilis 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  removed  to  the 
Union  Hospital,  South  Shields, 
for  treatment. 

17 

H.M.s.  ‘  ludomi table  ’ 

British  ... 

In  Tyne  ... 

* 

Rubella 

Notification  was  received  from  the 
Staff  Surgeon  of  a.  case^  of  rubella.. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

00 

H.M.s.  ‘Bonaventure' 

British  ... 

In  Tyne 

Measles 

Notification  was  received  from  the 
Staff  Sui'geon  of  a.  case  of  measles. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

h- * 

OO 

s.s.  “  Biri  ” 

Norwegian 

Christiania... 

Scabies 

Four  of  the  crew  were  examined,  and 
found  to  be  suffering  from 
scabies.  Medical  treatment  re¬ 

commended,  and  the  vessel 
disinfected. 

„  18 

s.s.  “  Consul  Pratt  ” 

,, 

Amble 

Piles  . 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
piles. 

„  19 

s.s.  “  Breconian  ”  ... 

British  . . . 

Yillaricos  ... 

Eczema 

On©  of  the  Asiatic  seamen  was  exam¬ 
ined,  and  found  to  be  suffering 
from  eczema.. 

„  19 

s.s.  “  P.L.M.  5  ”  ... 

• 

French  . . . 

L’Orient  ... 

Stomach 

Complaint 

One  of  thei  crew  was  examined,  and 
found  to  be  suffering  from 
stomach  complaint. 

i 

i 

1 

€- 

r- 

H.M.s.  “  Satellite  ”... 

British  . . . 

In  Tyne  ... 

Scabies- 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
scabies.  They  were'  removed  to 

the  Floating  Hospital  for  treab 
m'©nt,  and  the  vessel  disinfected. 
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Date. 

Name  of  Vessel. 

Natiocality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

June  22 

H.M.s.  “  Satellite”... 

!  » 

1 

1 

British  ... 

j 

In  Tyne 

Scabies 

Notitication  was  received  from  the 
Staff  Surgeon  of  two  causes  of 
scabies.  They  were  removed  to 

the  Floating  HosiDital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

„  22 

s.s.  “  Nederland  ” 

Dutch  ... 

1 

1 

London 

Nettle  Rash 

The  2nd  engineer  was  examined,  and 
found  to  be  suffering  from 
nettle  rash. 

,,  22 

s.s.  “  Veulettes  ”  ... 

French  . . . 

Eouen 

Scabies 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
scabies.  Medical  treatment  re¬ 
commended,  and  the  vessel 

disinfected. 

„  25 

s.s.  “Norya” 

British  . . . 

Rouen 

« 

Nervous  Debility 

The  master  was  examined,  and  found 
to  be  suffering  from  nervous  de- 
bilitv. 

„  25 

s.s.  “  Ursa  ” 

Swedish  ... 

Rouen 

Syphilis... 

One  of  the  crew  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  sent  home  for 
medical  treatment. 

„  25 

S.S.  Jon  Jeanssen  ” 

* 

,,  ... 

In  Tyne 

Venereal 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from 
venereal. 

„  28 

H.M.s.  ‘  Satellite”.. 

British  .. 

In  Tyne  ... 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  Avas  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  28 

i 

i 

Fishing  Vessel, 

“  Lord  Kitchener  ” 

! 

,,  ... 

In  Tyne 

Suspected 

Smallpox 

Notification  was  received  from  the 
Medical  Officer  of  North  Shields 
of  a  case  of  suspected  smallpox 
ha,ving  been  admitted  into  their 
Hiospital  from  the  fishing  'vessed 
“  Lord  Kitchener.’^  She  was 

boarded  by  the  Medical  Officer  of 
Health,  and  the  crew  of  nine  hands 
were  examined,  and  found  all  well. 
The  vessel  was  fumigated,  and  the 
patient’s  bed  burnt  in  the  vessel’s 
furnace.  The  case  proved  to  be 

non-infectious 

„  28 

s.s.  “  Ville  de  Cette  ’ 

French  . . . 

Marseilles  ... 

Feverish  Cold  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from 
feverish  cold. 

„  30 

H.M.s.  “  Satellite 

British  ... 

In  Tyne  .  . 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  nf  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and!  the 
vessel  disinfected. 
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TABLE  11.  — Continued, 


Date. 

Name  of  Vessel. 

Nationality 

Where  from. 

Nature  of  Sickness. 

Kemarks. 

1 

.  1 

June  80 

s.s.  “  Jarl” 

Swedish ... 

Gothenborg 

Pleurisy 

On©  of  the  crew  was.  examined,  and 
found  to  be  suffering  from 
pleurisy.  He  was  removed  to  the 
Jubilee  Hospital  for  treatment. 

July  2 

s.s.  “  Idraet  ” 

Norwegian 

Skien 

Syphilis 

One  of  the  crew  was  examined,  and 
found  to  be  suffering  from 
syphilis..  He  wa.s  removed  to-  the 
Union  Hospital,  South  Shields, 
for  treatment. 

„  2 

s.s. ‘‘ Themis  ” 

))  ... 

Rotterdam ... 

Non-inf ectious  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suft’ering  from  non- 
infectious  complaints.  Medical 

treatment  recomm en de d . 

s.s.  “  Tregastel  ”  ... 

French  ... 

Rouen 

Accident 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 

„  5 

s.s.  “  Salamanga  ”  ... 

Norwegian 

Rotterdam ... 

Non-infectious  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended . 

6 

s.s.  ^‘Baltique”  ... 

„  ... 

Rouen 

Venereal . 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from 
venereal. 

V  9 

s.s.  “  Skrymer  ” 

??  •  •  • 

Rouen 

Syphilis 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  sent  home  for 

treatment. 

„  10 

sail  “  Graciosa  ”  ... 

Portuguese 

In  Tyne  . . . 

Rheumatism 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
rheumatism. 

„  12 

H  M.s.  “  Satellite  ”... 

British  . . 

In  Tyne  . . . 

Scabies 

Notification  Avas  received  from  the 
Staff  Surgeon  of  two  cases  of 
scabies.  They  were  remoA^ed  to 

the  Floating'  Hospiital  for  treat¬ 
ment,  and  the  Ai^essel  disinfected. 

„  13 

H.M.s.  “Satellite  ”... 

,, 

In  Tyne  ... 

Scabies 

Notification  Avas  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  Avas  removed  to  the  Floating 
Hosjfital  for  treatment,  and  the 
vessel  disinfected. 

H.M.s.  “  Satellite  ”... 

In  Tyne  ... 

Scabies  . 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
scabies.  They  AA-era  removed  to 
the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 
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TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

Nationalit' . 

Where  from. 

Nature  of  Sickness. 

Remarks. 

July  16 

s.s.  “Agnete” 

British  ... 

Rouen 

Syphilis 

One  of  the  seamen  wa,s  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  removed  to  the 
Newcastle  Infirmary  for  treat¬ 
ment. 

„  18 

H.M.s.  “  Satellite  ”... 

,,  ... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  ca,se  of  scabies-. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  19 

H.M.s.  “  Satellite  ”... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Sta,ff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to*  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

19 

s.s.  “  Alix  ■' 

Norwegian 

Skien 

Accident 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  frac¬ 
tured  collar  bone. 

„  20 

H.M.s.  Satellite  ”... 

British  ... 

In  Tyne  ... 

Scabies  ... 

Notihcation  was  received  from  the 
Staff  Surgeon  of  a,  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
ve  s  sel  disin  f ected . 

„  21 

H.M.s.  “  Satellite  ”... 

•  •  • 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
,  vessel  disinfected. 

,,  24 

s.s.  “  Nitedal  ” 

Norwegian 

Rouen 

Accident 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 

„  26 

s.s.  “  S.N.A.  III.  ’  .. 

French  ... 

Rouen 

Suspected 

Enteric  Fever 

Notification  was  received  from  Dr. 
Crosby  of  South  Shields  of  a  case 
of  suspected  enteric  fever  on  board 
this  vessel  in  the  Tyne  Engineer¬ 
ing  Company’s  Dry  Dock.  He 

was  removed  to  the  Deans  Hospi¬ 
tal,  South  Shields,  for  treatment, 
and  the  vessel  disinfected. 

00 

s.s.  “  Eos  ” 

Danish  ... 

Grimsby  ... 

Syphilis 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  sent  home  for 

medical  treatment. 

„  28 

H.M.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies  ...  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
scabies.  They  were  removed  to 

the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 
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TABLE  II. — Gontinued. 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

July  30 

s.s.  “Bank” 

Norwegian 

Rouen 

Non-infectious  ... 

The  2nd  engineer'  wa.s  examinied,  and 
found  tO'  be  suffering  from  a>  non- 
infectious  complaint. 

„  30 

s.s.  Yille  de 

Valenciennes  ” 

French  ... 

Bordeaux  . . . 

Accident 

One  of  the  seamen  wais  examined,  and 
found  to  be  suffering  from  acci¬ 
dent. 

„  30 

s.s.  “  Antonios  ”  ... 

Greek  . . . 

Rouen 

Venereal 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from 
venereal.  Medical  treatment  re¬ 

commended. 

Aug.  1 

s.s.  “Inverness”  ... 

British  ... 

Middlesbro’ 

Pneumonia 

One  of  the  Asiatic  seamen  was  exam¬ 
ined,  and  found  to  be  suffering 
from  pneumonia.  He  was  re¬ 

moved  to  the  Union  Hospital  for 
treatment. 

„  7 

s.s.  “  Idaho  ” 

Norwegian 

Hull 

Non-infectious  ... 

Five  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

t  r eat  m  ent  r  ec  o  mmend  ed . 

7 

s.s.  “  Joh  Jeansson” 

Swedish ... 

In  Tyne  ... 

•'O 

Gonorrhoea 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  gonorr- 
heoa.  They  were  sent  home  for 
treatment. 

,>  8 

s.s.  “  Alkmini  ” 

Greek  . . . 

Rouen 

Venereal 

TWo'  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
venereal. 

„  9 

s.s.  “Macona” 

American 

Havre 

Disordered 

Stomach 

The  mess  rooin  steward  was  exam¬ 
ined,  and  found  to  be  suffering 
from  a  disordered  stomach. 

„  9 

H.M.s.  “  Satellite”... 

British  ... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  10 

s.s.  “  Kong  Helge  ” 

Norwegian 

9 

Trondjheim 

Accident, 

Disordered 

Stomach 

Two  of  the  seamen  were  examined  ; 
one  found  to  be  suffering  from 
accident,  and  the  other  from  a 
disordered  stomach.  Medical 

treatmient  recommended . 

11 

H.M.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Chickenpox 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of 
chickenpox.  He  was  removed  to 

the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 
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TABLE  11. —  Continued. 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Kkmahks. 

Aug.  1 1 

B.s.  "  Trevissa  ” 

British  ... 

Benisaf 

Paralysis 

One  of  the  Malay  seamen  was  exam¬ 
ined,  and  found  to'  be  suffering 
from  paralysis.  He  was  removed 
to  the  Union  Hospital  for  treat¬ 
ment. 

„  13 

s.s.  “  Auckland 

Castle  ” 

,,  ••• 

Blyth 

Neuritis 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
neuritis. 

„  13 

s.s.  ’•  Baltique  ”  ... 

Norwegian 

Bilbao 

Ulcerated  stomach 
Abscess, 

Venereal 

Three  of  the  crew  were  examined ; 
one  found  to  be-  suffering  from 
ulcerated  stomach,  one  from 
abscess,  and  one  from  veniereal. 
Medical  treatment  recommended. 

„  15 

s.s.  Hans  Larsen  ” 

Danish  ... 

Cherbourg ... 

Non-inf ectious  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  a  non- 
infectious  complaint. 

„  15 

s.s.  ‘‘  Eveline  ” 

British  ... 

Archangel  ... 

Dysentery, 

Syphilis 

1 

T'wo  of  the  firemen  were  examined ; 
one  found  to  be  suffering  from 
dysenteiy  and  the  other  from 
syphilis.  They  were  both  sent 

home  for  medical  treatment. 

„  15 

H.M.s.  ‘  Bonaventure’ 

,, 

In  Tyne 

Scabies  ... 

Niotification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  16 

H.M.s.  “  Satellite  ”... 

,,  ... 

In  Tyne  ... 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  seven  cases  of 
scabies  on  board  Mine  Sweeper 
‘‘  Agnes  Hastie.”  They  were  re¬ 
moved  to*  the  Floating  Hospital 
for  treatniient,  and  the  vessel  dis¬ 
infected. 

17 

s.s.  “  Otis  ” 

Swedish ... 

Hull 

Rheumatism 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  rheu- 

O 

matism. 

,,  17 

H.M.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

00 

s.s. Megna  ” 

,5  •  •  • 

London 

Bronchitis 

One  of  the  Asiatic  iseamen  was  exam¬ 
ined,  and  found  to  be  suffering 
from  bronchitis. 

,,  20 

s.s.  “Macona” 

American 

Havre 

Disordered 

Stomach  ‘ 

1 

The  chief  officer  was  examined,  and 
found  to  be  suffering  from  a  dis¬ 
ordered  stomach. 
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TABLE  II. — Continued. 


Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Aug.  20 

s.s.  “  Marie  N. 

Roussos  ” 

G-reek 

Benisaf 

Syphilis  ... 

Onie  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  removed  to 

Newcastle  Infirmary  for  treat¬ 
ment. 

„  21 

H.M.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
scabies.  They  were  removed  to 

the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

„  23 

H.M.s. Satellite  ”... 

,,  ... 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Sta.ff  Surgeon  of  two  cases  of 
scabies.  They  were  removed  to 
the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

V  27 

s.s.  “  Sphyux  ” 

Swedish ... 

Rouen 

Skin  Disease 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  skin 
disease. 

„  27 

s.s.  “  Idraet  ” 

Norwegian 

Rouen 

Venereal 

TVo'  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
venereal. 

„  27 

H.M.s.  ‘Bonaventure’ 

British  ... 

In  Tyne  ... 

Scabies  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  ai  case  of  scabies. 
He  was  removed  tO'  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  27 

H.M.s.  “  Satellite  ”... 

,,  ... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a.  case  of  scabies. 
He  was  removed  to  the  Floating 
Hosiplital  for  treatment.,  and  the 
vessel  disinfected. 

„  29 

s.s.  “  Nitedal  ” 

Norwegian 

Rouen 

Scabies 

The  chief  officer  was  examined,  and 
found  to  be  suffering  froan  scabies. 
Medical  treatment  recommended, 
and  the^  vessel  disinfected. 

„  29 

H.M.s.  “Satellite”... 

British  ... 

In  Tyne  ... 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a.  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  30 

Motor  Schooner 

“  Rugso  ” 

Danish  ... 

Treport 

Scabies 

The  steward  was  examined,  and  found 
to  be  suffering  from  scabies. 
Medical  treatment  recommended, 
and  the  vessel  disinfected. 
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Date. 

Name  of  Vessel. 

Nationalit}". 

Where  from. 

[ 

Nature  of  Sickness. 

Remarks. 

Aug.  31 

“  Satellite  ”... 

British  ... 

i 

1 

In  Tyne  ... 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

iSept.  3 

H.M.s.  “  Satellite  ”... 

1 

1 

1 

,, 

In  Tyne 

Scabies 

1 

j 

Notification  was  received  from  the 
Staff  Surgeon  of  two  cases  of 
scabies.  They  were^  removed  to 

the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

V  8 

‘Bouaventure’ 

,, 

In  Tyne 

Scabies 

Notification  was  received  from  the 
.Sta.ff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floatino; 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  19 

HM.s.  “Satellite”... 

,, 

In  Tyne 

Scabies 

Notiification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floatino- 

O 

Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  19 

s.s.  “  Nitedal  ” 

Norwegian 

Rouen 

Scabies 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  scabies. 
Medical  treatment  recommended, 
and  the  vessel  disinfected. 

19 

i 

1 

s.s.  “  Atlantis  ” 

,, 

Rouen 

Non-infectious  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non¬ 
infections  complaints.  Medical 

treatment  recommended , 

„  21 

s.s.  ‘  Oscar  Medling  ’ 

Swedish ... 

London 

Non-infectious  ... 

Two  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
non-infectious  c  oni  p  La  i  n  ts  . 
Medical  treatment  recom¬ 
mended. 

„  21 

1 

1 

s.s.  “  Ugobassi  ”  .. 

Italian  ... 

Middlesbro’ 

Nervous  Debility 

Two  of  the  crew  were  examined,  and 
found  to  be  sufteriiig  from  nervous 
debility. 

,,  23  1 

#  ' 

H.M.s.  “  Satellite”  . 

British  ... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  remov^ed  to  the  Floating 
Hospital  for  treatment,  and  the 
vesse  1  dis  i  n  feet  ed . 

„  24 

s.s.  “Tolemaide”  ... 

Italian  ... 

Middlesbro' 

Non-infectious  ... 

Four  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 

„  24 

s.s.  “Spurt” 

Norwegian 

Rouen 

Nervous  Debility 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  nervous 
debility. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Kemakks. 

Sept.  25 

H.M.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon,  of  Ui  case  of  sicabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

27 

H.MS.  “Satellite”... 

,, 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Std,ff  Surgeon  of  a  case  of  scabies 
He  was  removed  tio  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  29 

s.s.  “  Pangin  ” 

Italian  ... 

Hull 

Piles, 

Abscess 

The  chief  and  2nd  officers  were  exam¬ 
ined  ;  one  found  to  be  suffering 
from  piles,  and  the  other  from 
abscess.  Medical  treatment  le- 

comm  ended. 

Oct.  1 

s.s.  “  Inger 

Elisabeth  ” 

Norwegian 

Rouen 

Rheumatism 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  rheu¬ 
matism. 

„  5 

H.M.s.  “  Satellite  ”... 

British  ... 

In  Tyne  ... 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment^,  and  the 
vessel  disinfected. 

„  8 

s.s.  “  Novorrossia  ” 

Russian . . . 

Archangel  ... 

Non-inf ectious  ... 

TwO'  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 

„  9 

H.M.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Diphtheria 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  diph¬ 
theria.  He  was  removed  to  the 

Floating  Hosipitial  for  treatment, 
and  the  vessel  disinfected. 

„  10 

s.s.  “  Dwinsk  ” 

Russian  ... 

Invergorden 

Non-infectious  ... 

Seventeen  of  the  crew  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints.  Medi¬ 
cal  treatment  recommended. 

„  10 

s.s.  “  Nord  ” 

Norwegian 

Boulogne  . . . 

Venereal, 

Syphilis 

Two  of  the  crew  were  examined ;  one 
found  to  be  suffering  from,  ven¬ 
ereal,  and  the  other  from  syphilis. 
The  former  was  removed  to  the 
Union  Hospital,  South  Shields, 
and  the  latter  sent  tO'  Newcastle 
Infirmary  for  treatment. 

„  11 

s.s.  “  Mercedes  ”  ... 

Dutch  ... 

Rotterdam . . . 

Venereal 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  swollen 
testicles.  Medical  treatment  re¬ 

commended. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from 

Nature  of  Sickness. 

Rkmaeks. 

Oct.  12 

s.s.  “Rene” 

Belgian  ... 

King’s  Lynn 

Dropsy 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  dropsy. 
He  was  removed  tO'  the  Jubilee 
Hospital,  North  Shields,  for  treat¬ 
ment. 

V  12 

s.s.  “Jar]” 

Swedish  ... 

In  Tyne  ... 

Abscess  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  abscess. 

„  13 

s.s.  “  Granli  ” 

Norwegian 

Middlesbro’ 

Abscess  ... 

The  cook  was  examined,  and  found  to 
be  suffering  from  abscess.  He 

was  removed  to  the  Union  Hospi¬ 
tal,  South  Shields,  for  operation. 

„  13 

s.s.  “  Czaritza  ” 

Russian  ... 

Invergordon 

Influenza 

TVo  of  the  seamen  were  examined, 
and  found  to  be  sufferings  from  in- 

O 

fluenza. 

„  13 

H.M.s.  “  Satellite  ”... 

British  . . . 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  15 

s.s.  “  Galicia  ” 

Norwegian 

Christiania 

Lumbago 

One  of  the  seamen  waS'  examined,  and 
found  to  be  suffering  from  lum¬ 
bago. 

„  15 

s.s.  “Czar” 

Russian  ... 

Invergordon 

Venereal, 

Accident 

Three  of  the-  seamen  w^ere  examined ; 
two  found  to  be  suffering  from 
venereal,  and  the  other  from 
wound  in  the  leg.  They  were  all 
three  removed  to  the  Union 
Hospital,  South  -Shields,  for  treat¬ 
ment. 

„  16 

s.s.  “  Inger 

Elisabeth  ” 

Norwegian 

Rouen 

Venereal, 

Bubo 

The  cook  wasi  exa-mined,  and  found  to 
be  suffering  from  venereal  bubo. 
He  was  removed  to  the  Union 
Hospital,  South  Shields,  for  surgi¬ 
cal  treatment. 

„  16 

s.s.  “  Edda  ” 

Swedish ... 

In  Tyne 

Venereal, 

Syphilis 

Four  of  tlie  firemen  were  examined ; 
three  found  to  be  suffering  from 
venereal,  and  the  other  from 
s-yphilisi.  The  latter  wa-si  sent 

home  for  medical  treatment. 

„  17 

s.s.  “  Tacoma  ” 

British  . . . 

Sheerness  . . . 

Stricture 

One  of  the  Chinese  sea-me-n  was  exam¬ 
ined,  a-nd  found  t-o  be  suffering 
from  stricture.  He^  was  removed 
to  the  Jubilee  Hos-pital,  North 
Shields,  for  treatment. 

„  17 

s.s.  “  Idreat  ” 

Norwegian 

Skien 

Septic  Throat  ... 

The  captain  was  exa-mined,  and  found 
to  be  suffering  from  septic  throat. 

1  Medical  treatment  recommended. 

1 

I 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

1 

Oct.  20 

s.s.  “  Brenner  ” 

1 

Swedish ... 

i 

Hull 

Venereal 

Onei  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
venereal. 

„  20 

s.s.  “  Apollo  ” 

British  ... 

f 

Fredrikstad 

Septic  Throat  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  septic 
throat. 

„  20 

s.s.  “  Breidablik  ”  -- 

Norwegian 

1 

i: 

i 

Rouen 

Fever  and  Ague... 

One  of  the  seiamen  was  examined,  and 
found  to  be  suffering  from  fever 
and  ague. 

„  21 

H.M.s.  “  Satellite  ”... 

I 

British  . . . 

t  ■ 
i 

1 

1 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon,  of  a  case  of  scabies. 
He  was  removed  to'  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  21 

H.M.s.  ‘  Bonaventnre’ 

j,  ••• 

) 

^1 

i 

\ 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a.  caise  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vesisel  disinfected. 

„  23 

H.M.P.  “  Satellite  ”... 

f 

In  Tyne 

Scabies 

Notifica,tion  was  received  from  the 
Staff  Surgieon  of  a  case  of  scabies. 
He  was  removed  tO'  the  Floating 
Hosoital  for  treatment,  and  the 
vessel  di sinfec ted . 

„  23 

s.s.  “  Bio  Tinto  ”  ... 

u 

Bilbao, 

Middlesbro’ 

Intestinal 

obstruction 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
intestinal  obstruction.  He  was 

removed  to  the  Jubilee  Hospital, 
North  Shields,  for  operation. 

CO 

s.s.  ‘‘Aim” 

Norwegian 

Rouen 

Non-infections  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
inf  ectious  complaints.  Medical 

treatment  recommended . 

„  24 

s.s.  “Ambra” 

Calais 

Venereal, 

Bubo 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
venerea,!  bubio.  He  was  removed 
to  the  Union  Hospital,  South 
Shields,  for  operation. 

„  26 

H.M.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  two  ca,ses  of 
scabies.  They  were  removed  to 

the  Floating  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

„  27 

s.s.  “  Suntrap  ” 

! 

••• 

London 

Gonorrhoea 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
gonorrhoea. 

'0, 

-  I 
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Date. 

Xatne  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Oct.  27 

s.s.  “  Arnold  ” 

Swedish ... 

Gothenborg 

Rheumatic  Fever 

Ono  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  rheu¬ 
matic  fever.  He  was  removed  to 
the  Jubilee  Hospital,  North 
Shields,  for  treatment. 

„  29 

H.M.s.  “  Satellite  ”... 

British  . . . 

In  Tyne 

Scabies  ... 

Notification  was  received  from  the 
Stah  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating: 

,  O 

Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  29 

s.s.  “Kursk” 

Russian  ... 

Archangel  .. 

Phthisis 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering:  from 
phthisis.  They  were  removed  to 
Walker  Gate  Hospital  for  treat¬ 
ment,  and  the  vessel  disinfected. 

„  30 

s.s.  “  Modem!  ” 

Norwegian 

Rouen 

Non-infectious  ... 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints. 

CO 

o 

s.s.  “Umona” 

British  . . . 

Archangel  ... 

Rheumatic  Fever, 
Syphilis 

Two  of  the  crew  were  examined ;  one 
found  to  be  suffering  from  rheu- 
nratio  fever,  and  the  other  from 
isyphiliisl.  The  former  was  re- 

niioved  to  the  Jubilee  Hospital, 
North  Shields  for  treatment. 

„  30 

H.M.s.  “  Satellite  ”... 

,,  . . . 

In  Tyne 

Septic  Throat  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  septic 
throat.  He  was  removed  tio  the 
Floating  Hospital  for  treatment, 
and  the  vessel  disinfected. 

Nov.  1 

s.s.  “  Stentor  ” 

,,  . . . 

Archangel  ... 

Non-infectious  ... 

Six  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

t.rea tm ent  recomm en ded . 

„  2 

s.s.  “Inger” 

,,  ... 

Rouen 

Venereal 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
venereal. 

„  3 

s.s.  “ Brenner  ”  ... 

Swedish ... 

In  Tyne 

Venereal... 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
venereal. 

„  3 

s.s.  “Asator” 

Norwegian 

Rouen 

Non-infectious  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  reco  m  men  ded . 

„  5 

s.s.  “  Clan  Macnab  ” 

British  ... 

Sfax 

Phthisis 

• 

One  of  the  Lascar  firemen  was  exam¬ 
ined,  and  found  to  be  suffering 
from  phthisis.  He  was  removed 

to  the  Union  Hospital,  South 
Shields  for  treatment,  and  the 
^  vessel  disinfected. 

TABLE  II. — Continued. 

' 

Date. 

Name  of  Vessel. 

Nationalitj, 

Where  from. 

Nature  of  Sickness. 

Remaeks. 

Nov.  7 

s.s.  “Baero” 

Norwegian 

Rouen 

Feverish  Cold  ... 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from  fever¬ 
ish  cold. 

GO 

s.s.  “  Wrexham  ”  ... 

British  ... 

Hull 

Insanity 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  in¬ 
sanity.  He  was  removed  to  the 
Union  Hospital,  South  Shields,  for 
treatment. 

„  13 

s.s.  “  Eosalba  ” 

Italian  ... 

Porto  Ferreo 

Non-infectious  ... 

The  coek  was  examined,  and  found  to- 
be  suffering  from  swollen  knee. 

„  14 

s.s.  “  Domira  ” 

British  ... 

Archangel ... 

Syphilis 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  wasi  sent  to  New¬ 

castle  Infirmary  for  treatment. 

„  15 

H.M.s. ‘‘ Liffey  ”  ... 

5) 

In  Tyne 
%! 

Suspected  Case 
of  Measles 

Notification,  was  received  from  the 
Staff  Surgeon  of  a  suspected  case 
on  board.  He  wais  removed  to 

the  Floating  Hospital  for  treat¬ 
ment  ;  the  case  proved  non- 
infectious. 

„  17 

s.s.  “  Baltique  ”  ... 

Norwegian 

Bilbao 

Non-Infectious ... 

Four  of  the  seamen  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints.  Medi¬ 
cal  treatment  recommended. 

„  17 

s.s.  “Margit” 

,, 

Rouen 

Syphilis  ... 

One  of  the  firemen,  wais  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  recommended 

to  Newcastle  Infirmary  for  treat¬ 
ment. 

„  20 

H.M.s.  Satellite  ”... 

British  ... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  23 

s.s.  “  Claudius 

Aulagnon  ” 

Russian  ... 

Archangel  ... 

Non-infectious  ... 

TWo  of  the  crew  were  examined,  and 
found  to  be  suffering  from,  non- 
infectious  complaints.  Medical 

treatment  recommended. 

„  23 

s.s.  “Basuta” 

British  ... 

Archangel  ... 

Accident 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  acci¬ 
dents.  Medical  treatment  recom¬ 
mended. 

„  23 

s.s  ‘‘Oabourg”  ... 

French  ... 

Rouen 

Venereal 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from 
venereal. 

„  24 

s.s.  “Porto” 

Portuguese 

Archangel ... 

The  Medical  Officer  of  Health  exam¬ 
ined  the  dead  body  of  a  Naval 
Officer. 
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Date. 

i 

1 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remakks. 

Nov.  28 

1 

s.s.  “  Torkel  ” 

Norwegian 

Boulogne  ... 

Non-infectious  ... 

The  chief  officer  was  examined,  and 
found  to  be  suffering  from  a  non- 
infectious  complaint. 

„  27 

s.s.  “  Czaritza  ” 

Russian  ... 

1 

1 

1 

1 

Archangel ... 

Abscess 

Two  of  the  stewardesse®  were  exam¬ 
ined,  and  found  to  be  suffering 
from  ahscesis.  They  were  removed 
to  the  Jubilee  Hospital,  North 
Shields,  for  operation. 

Dec.  1 

s.s.  “  Dwinsk  ” 

1 

j 

Archangel  ... 

Non-infectious  ... 

Seven  of  the  crew  were  examinied,  and 
found  to  be  suffering  from  non- 
infiectious  complaints.  Medical 

treatment  reeommended. 

V  3 

s.s.  “  Chiswick  ”  ... 

British  ... 

Archangel  ... 

Non-infectious  ... 

Thn  of  the  crew  were  examined,  and 
found  to  bei  suffering  from,  non- 
infectious  complaintsi.  Medical 

treatment  recommended. 

„  4 

s.s.  “  Rottnen  ”  ... 

Swedish . . . 

Gothenborg 

Syphilis 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  sent  home  for 
medical  treatment. 

„  4 

H.M.s.  “  Satellite  ”... 

British  . . . 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a^  case  of  iscabies. 
He  was  removed  to  the  Floating 
Hoispital  for  treatment,  and  the 
vessel  disinfected. 

„  5 

H.M.s.  “  Satellite”... 

„  ... 

In  Tyne  ... 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treiatment,  and  the 
vessel  disinfected. 

„  6 

s.s.  “  Barken  ” 

Swedish ... 

Gothenborg 

Sciatica 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
sciatica.  He  was  removed  to  the 
Union  Hospital  for  treatment. 

6 

s.s.  “  Spurt  ” 

Norwegian 

Rouen 

Non-infectious  ... 

Two  of  the  firemen  were  examined, 
and  found  to  be  suffering  from 
non-infectious  complaints.  Medi¬ 
cal  treatment  recommeiided. 

H.M.s.  ‘Bonaventure’ 

British  . . . 

In  Tyne 

Suspicious  Mumps 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  sus¬ 
picious  mumps.  He  was  removed 
to  the  Floating  Hospital  for  treat- 
ment.,  and  the  vessel  disinfected. 
The  case  proved  non-infectious. 
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Date. 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remarks. 

Dec.  6 

H.M.s.  “  Satellite  ”... 

British  ... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

„  7 

s.s.  “  Snefjeld  ” 

Norwegian 

Rouen 

Syphilis 

One  of  the  crew  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  recommended 

to  Newcastle  Infirmary  for  treat¬ 
ment. 

„  7 

H.M.s.  “  Satellite  ”... 

i 

British  . . . 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  was  removed  tio  the  Floating 
Hospital  for  treatment,  and  the 
ves  sel  disinfected . 

„  10 

s.s.  “  Stanja 

Norwegian 

Rufesque  via 
Dunkirk 

Malarial  Fever  .  . 

TwO'  of  thie  seamen  wem  examined, 
and  found  tio  be  suffering  from 
malarial  fever.  They  were  re¬ 

moved  to  the  Jubilee  Hospital, 
North  Shields,  for  treatment. 

„  10 

H.M.s.  ‘Bonaventure’ 

British  ... 

in  Tyne  ... 

Scabies 

Notification  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He-  was:  removed  to-  the  Floating 
H'oispital  for  treatment,  and  the 
vessel  disinfect e-d. 

„  10 

s.s.  “  Nord  ” 

Norwegian 

Boulogne  ... 

Venereal, 

Bubo 

The  2nd  engineer  was-  examined,  and 
found  to  be  suffering  from 
venereal  bubo.  He  was  removed 
to  the  Union  Hospital,  Gates¬ 
head,  for  operation. 

„  11 

H.M.s.  ‘Bonaventure’ 

British  . . . 

In  Tyne 

Scabies 

Notific-ation  wasi  received  from  the 
Staff  Surgeon  of  a  c-a-s-e  of  scabies-. 
He  wasi  remove-d  to  the  Floating 
Hoispit-al  for  treatmient,  and  the 
vessel  disinfect-ed. 

s.s.  “Leda” 

Russian  ... 

Rouen 

Scabies 

T'wo  of  the  crew  were-  exa-inined,  and 
found  to  be  suffering  from 
scabieis-.  Medical  treatment  re¬ 

commended,  and  the  crewspac-es 
disinfected. 

„  14 

H.M.s.  “Satellite”... 

j 

British  ... 

In  Tyne  ... 

Scabies 

Notifica-tion  was  received  from  the 
Staff  Surgeon  of  a  case  of  scabies. 
He  wa-s  rem-oved  to  the  Floating 
Hospital  for  treatment,  and  the 
ves-sel  d  is  in  f  ec  te  d . 

„  15 

S.S.  “Cito” 

1 

Danish  ... 

Rouen 

Non-infectious  ... 

Thre-e  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
infectious  complaints.  Medical 

treatment  recommended. 
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Date, 

Name  of  Vessel. 

Nationality. 

Where  from. 

Nature  of  Sickness. 

Remakks. 

Dec.  15 

s.s.  “  Sfcokke  ” 

Norwegian 

Rouen 

Abscess  ... 

One  of  the  hremeii  was  examined,  and 
found  to  be  .suffering  from  abscess. 

„  15 

s.s.  “Roskva” 

5?  *  *  ■ 

Cherbourg  ... 

Venereal 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from 
venereal. 

„  15 

H.M.s.  “  Satellite  ”... 

British  . . . 

In  Tyne 

Septic  Throat  ... 

Notification  was  received  from  the 
Staff  Surgeon  of  a.  case  of  septic 
throat.  He  was  removed  to  the 

Floating  Hospital  for  observation. 

00 

s.s.  “  Czaritza  ” 

Russian  ... 

In  Tyne 

Enteric  Fever  ... 

One  of  the  seamen  was  examined,  and 
found  to  be  suffering  from  enteric 
fever.  He  was  removed  to  Walker 
Gate  Hospital  for  treatment,  and 
the  vessel  disinfected. 

22 

s.s.  “Albatross”  ... 

,,  ... 

Archangel  . . . 

Syphilis 

One  of  the  firemen  was  examined,  and 
found  to  be  suffering  from 
syphilis.  He  was  removed  to  the 
Union  Hospital,  North  Shields,  for 
treatment. 

s.s.  “  Fernfield  ”  ... 

British  . . . 

Bly  th 

Rheumatism 

Two  of  the  crew  were  examined,  and 
found  to  be  suffering  from  rheu¬ 
matism.  Medical  treatment  re¬ 

commended. 

„  27 

s.s.  “  Polaris  ” 

Swedish  ... 

Hull 

Non-inf ectious  ... 

Three  of  the  crew  were  examined,  and 
found  to  be  suffering  from  non- 
ihfectious  complaints.  Medical 

treatment  recommended . 

„  27 

H.M.s.  ‘  Bonaventure' 

British  ... 

In  Tyne 

Scabies 

Notification  was  received  from  the 
Surgeon  of  a  case  of  scabies.  He 
was  removed  to  the  Floating 
Hospital  for  treatment,  and  the 
vessel  disinfected. 

00 

s.s.  “  Tapton  ” 

,,  ... 

Archangel  ... 

Boils 

The  mess  room  steward  was  examined, 
and  found  to  be  suffering  from 
boils.  Medical  treatment  recom¬ 

mended. 
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GENERAL  SICKNESS  ON  BOARD 


The  subjoined  Table  gives  a  return  of  cases  of  Sickness*  reported  by  Masters 


notice  of  the  Tyne  Port  Officials 


DATE. 

1917. 

Scarlet  Fever. 

Malarial  Fever. 

Chickenpox. 

Beri  Beri. 

Enteric  or  Typhoid 

Fever. 

Diarrhoea  or  Choleraic 

Diarrhoea. 

Measles. 

Diphtheria. 

Dysentery. 

i  Scabies. 

Heart  Disease. 

Consumption. 

Jaundice. 

Rheumatism. 

Influenza. 

Rupture. 

Appendicitis. 

January 

•  •  • 

¥ 

•  •  • 

1 

•  99 

9  9  9 

9  9  9 

3 

•  •  • 

9  9  9 

9  9  9 

9  9  9 

1 

X 

1 

9  9  9 

7 

4 

9  9  9 

1 

February 

•  •  • 

9  • 

9  •  • 

9  9  9 

9  9  9 

9  9  9 

1 

000 

3 

0 

1 

9  9  9 

OOOOO 

5 

X 

2 

X 

3 

*99 

2 

1 

X 

3 

... 

March  ... 

•  •  e 

1 

«  9  9 

•  •  • 

9  9  9 

9  9  9 

1 

0 

1 

9  9  9 

2 

ooo 

3 

9  9  9 

•  99 

9  9  9 

6 

1 

9  9  0 

9  •  • 

April  ... 

•  »  « 

e  e  • 

X 

2 

0  9  9 

9  '  t 

9  9  9 

9  9  9 

ooooo 

5 

OO 

2 

9  9  9 

ooooo 

6 

1 

2 

9  9  9 

3 

1 

1 

9  9  9 

May 

•  •  • 

•  •  9 

9  9  9 

9  9  9 

9  9  9 

9  9  9 

1 

oo 

2 

9  9  9 

1 

oooo 

4 

9  9  9 

X 

1 

1 

4 

9  9* 

2 

1 

June 

•  •  • 

•  9  • 

•  9  9 

9  9  9 

9  9  9 

9  9  9 

oooooo 

6 

^  9  9 

9  9  9 

oooo 

oooo 

9 

9  9  9 

•  9  9 

9  9  9 

3 

1 

2 

9  9*. 

July 

V  •  • 

•  •  • 

3 

•  «  • 

9  0  9 

9  9  9 

9  9  9 

9  9  9 

9  9  9 

ooooo 

oooooo 

11 

2 

C  9 

9  9  9 

4 

2 

1 

9  9  9 

August ... 

«.  V 

9  9  9 

X 

11 

o 

1 

3 

9  9  9 

3 

9  9  9 

9  9  9 

1 

oooooo 

oooooo 

oooooo 

27 

X 

2 

9  0  9 

9  9  9 

4 

« *f  ‘ 

9  9 

9  9  9 

September 

O  •  € 

•  *  • 

1 

... 

9  9., 

9  9  9 

4 

9*0 

9  9  0 

9  9  9 

oooo 

ooo 

7 

9  9  9 

9  9  'I 

9  9  0 

5 

1 

2 

October 

•  9  • 

0  9  9 

1 

9  6  9 

9  9  9 

X 

1 

2 

•  •  9 

o 

1 

9  % 

oooo 

oooo 

9 

X 

1 

X 

1 

9  9  9 

5 

9  0  9 

... 

November 

•  •  • 

•  •  « 

7 

9  9  9 

9  9  9 

1 

3 

9  9  9 

9  9  9 

9  9  9 

o 

2 

XX 

3 

12 

5 

1 

1 

9  9  9 

December 

•  •  9 

19 

9  9  9 

9  9  9 

X 

7 

1 

9  9  9 

9  9  9 

9  9  9 

ooooo 

oooo 

17 

1 

9  9  9 

9  9  9 

9 

... 

1 

•  •  • 

Totals 

^  • 

1 

45 

1 

3 

10 

19 

17 

4 

4 

99 

12 

11 

13 

57 

11 

12 

4 

*  The  names  of  the  Diseases  during  voyage  are  given  as  reported  by  the  Masters  of  the  Vessels, 


VESSELS  ARRIVma  IN  TYNE  PORTS. 
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of  Vessels  as  having  occurred  during  the  Voyage,  or  coming  under  the 
in  each  month  of  the  year  1917. 


Paralysis. 

Bronchitis. 

Pleurisy. 

1 

Pneumonia. 

Tonsilitis. 

1 

Blood  Poisoning. 

1 

Insanity. 

Skin  Diseases. 

Lumbago. 

Nervous  Debility. 

Syphilis. 

- - — - 

Abscesses. 

Disordered  Stomach. 

Boils. 

Septic  Throat. 

! 

Feverish  Cold. 

Venereal. 

Accidents. 

Undefined. 

1 

TOTALS. 

1 

1 

i 

•  •  o 

5 

.  .  . 

3 

1 

1 

•  e  o 

2 

.  .  • 

2 

1 

.  .  . 

7 

... 

17 

18 

xxxx 

xxxxx 

xxxxx 

34 

7 

115 

«  « 

X 

2 

1 

1 

1 

•  •  • 

1 

3 

2 

... 

1 

2 

•  •  • 

•  •  • 

13 

14 

X 

10 

9 

81 

•  •  * 

6 

2 

2 

•  •  • 

3 

2 

1 

4 

1 

3 

2 

4 

12 

15 

X 

11 

10 

93 

... 

1 

•  *  ' 

2 

8 

•  •  • 

•  •  • 

1 

3 

1 

•  •  • 

11 

30 

15 

11 

105 

1 

1 

•  •  • 

•  •  • 

•  •  • 

7 

•  • 

1 

3 

•  •  • 

3 

2 

1 

10 

27 

9 

6 

88 

1 

1  1 

•  •  • 

1 

X 

1 

1 

1 

•  •  • 

6 

1 

8 

7 

•  •  • 

... 

4 

31 

xxxx 

21 

7 

111 

: 

— 

1 

... 

2 

1 

2 

1 

1 

r 

5 

•  •  • 

... 

2 

22 

16 

10 

87 

i 

1 

•  • 

... 

•  •  • 

1 

... 

1 

6 

1 

3 

•  •  • 

•  .  • 

2 

10 

X 

7 

X 

16 

101 

•  •  • 

•  •  • 

•  •  • 

2 

2 

3 

... 

3 

2 

... 

•  •  • 

9 

14 

X 

9 

X 

7 

71 

•  •  • 

.  . 

1 

1 

1 

X 

2 

1 

2 

1 

1 

1 

O 

1 

9 

24 

XXX 

20 

X 

7 

93 

1 

... 

t  «  « 

... 

1 

4 

1 

6 

•  •  • 

9 

•  9  • 

5 

26 

XXX 

26 

o 

9 

125 

1 

1 

1 

X 

2 

3 

•  •  • 

•  •  • 

1  3 

1 

1 

2 

2 

3 

1 

o 

1 

13 

27 

X 

9 

14 

140 

3 

17 

5 

10 

1 

1 

5 

10 

3 

1 

41 

11 

14 

33 

1 

8 

48 

! 

7 

7 

107 

258 

187 

113 

1210 

o  Removed  to  Tyne  Floating  Hospital.  x  Heaths. 
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Vessels  arriving  from  Infected  or  Suspected  Ports. 


The  following  return  shows  the  number  of  Vessels  boarded  in  this  Port  by  the  Officers  of  the  Port 
Sanitary  Authority,  on  account  of  coming  directly  or  otherwise  from  Foreign  Ports  infected,  or  suspected  to 
be  infected,  with  Cholera,  Yellow  Fever,  Plague,  or  Smallpox  : — 


Months. 

From  Infected  Ports. 

From  Suspected  Ports. 

Totals. 

Direct 
to  the  Tyne. 

1 

1 

To  the  Tyne 
Indirectly. 

Direct 
to  the  Tyne. 

To  the  Tyne 
Indirectly. 

1917. 

No.  of  Vessels. 

No.  of  Vessels. 

No.  of  Vessels. 

No.  of  Vessels. 

January 

... 

6 

15 

7 

9 

37 

February 

•  •  • 

2 

23 

2 

12 

39 

March  .. 

3 

12 

3 

13 

31 

April  ... 

... 

— 

13 

3 

5 

21 

May  ... 

3 

15 

4 

10 

32 

June  ... 

... 

5 

9 

5 

7 

26 

July  ... 

... 

4 

8 

3 

8 

23 

August 

. . . 

1 

16 

3 

11 

31 

September 

3 

15 

3 

8 

29 

October 

... 

5 

17 

1 

9 

32 

November 

... 

16 

12 

4 

6 

38 

December 

... 

9 

13 

2 

3 

27 

Total 

•  . 

57 

168 

40 

101 

366 

*  See  opposite  page. 
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Vessels  arriving  in  the  Tyne  from  infected  ports  were  boarded  by  the  Officers  of  the  Tyne  Port 
Sanitary  Authority,  as  under:— 


Name  op  Poets. 

Direct  to  the 
Tyne. 

To  the  Tyne 
Indirectly. 

Name  op  Poets. 

Direct  to  the 
Tyne. 

To  the  Tyne 
Indirectly. 

Alexandria  ... 

15  1 

Brought  Forward 

57 

144 

Archangel  . . . 

...§ 

48 

i 

56 

1 

Manilla 

-4 

— 

2 

Bombay 

t§ 

1 

20 

Port  Said 

•••§ 

7 

Bahia  Blanca... 

*§ 

1 

1 

3  i 

1 

Rosario 

...§ 

4 

Buenos  Ayres 

1 

...§ 

2 

12  I 

1 

1 

! 

Rangoon 

t§ 

— 

1 

i 

Bankok 

§ 

1 

Singapore  ... 

1 

...§ 

— 

1 

1  . 

Calcutta 

3 

18 

Saigon 

•••§ 

— 

1 

Col  umbo 

§ 

— 

4 

Savannah 

-4 

— 

1 

Chili ... 

■vr 

— 

Yladivostock 

— 

7 

Cuba 

...§ 

— 

4 

Chittagong 

•4§ 

— 

1 

Karrachi 

2 

8 

Carried  Forward 

. . . 

57 

144 

Total  ... 

57 

168 

§  Plague.  I  Cholera.  *  Yellow  Fever. 
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SCARLET  FEVER. 


Date. 

Name  of  Vessel. 

From. 

On 

Voyage 

On  or  after 
Arrival, 

Remarks, 

Notes  on  Arrival 
in  Tyne, 

1917. 

Mar.  7 

s.s.  “  San  Onofre  ” 

Tampico, 

Avonmouth 

■ 

1 

Removed  to 

Hospital  at  Hebburn 

Vessel  disinfected  here. 

1 

ENTERIC  OR  TYPHOID  FEVER. 


1917. 

July  27 

s.s.  ‘^S.N.A.  3” 

Rouen 

— 

1 

Removed  to  Dene’s 

Vessel  disinfected  here. 

Hgsp.,  So.  Shields 

Oct.  29 

s.s.  “Umona” 

Archangel 

1 

— 

Died  in  Hospital  at 

Vessel  disinfected  there. 

Archangel 

Nov.  9 

s.s. Clifton  ” 

Benisaf, 

1 

— 

Left  at  Middlesbro’ 

Vessel  disinfected  there. 

Middlesbro’ 

Dec.  3 

s.s.  “ Darnholme ”  ... 

Archangel, 

8 

— 

Left  at  Archangel 

Vessel  disinfected  there. 

Lerwick 

,,  6 

s.s. Barlby  ” 

Archangel, 

4 

— 

1  Left  at  Bergen, 

Vessel  disinfected  there. 

Yarmouth 

3  at  Yarmouth 

9 

1 

DIPHTHERIA. 


n 

1917. 

Feb.  24 

sail  “  Desideria  ” 

Christiania  ... 

1 

Removed  to 

Vessel  disinfected  here. 

Apr.  26 

H.M.S.  “  Satellite  ”  ... 

Tyne 

1 

Floating  Hospital. 
Removed  to 

Vessel  disinfected  here. 

„  28 

s.s.  “Rosegg” 

Rouen 

_ 

1 

Floating  Hospital. 
Removed  to 

Vessel  disinfected  here. 

Oct.  9 

H.M.S.  “Satellite”  ... 

Tyne 

1 

Floating  Hospital. 
Removed  to 

Vessel  disinfected  here. 

4 

Floating  Hospital. 

BERI-BERI. 


Date, 

Name  of  Vessel. 

From. 

No.  of  Cases. 

On 

Voyage. 

On  or  after 
Arrival. 

1917. 

Aug.  18 

s.s.  “Megna” 

London 

3 

— 

3 

f 
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MALARIAL  FEYER. 


No.  of  Cases. 

Date 

Name  of  Vessel. 

From. 

On 

Voyage. 

On  or  after 
Arrival. 

1917. 

Jan.  15 

s.s.  “  Rena  ” 

Java,  G-othenborg 

1 

Apl.  16 

s.s.  “  Kelsomoor  ” 

Vancouver,  Tunis,  Hartlepool 

1 

— 

„  20 

s.s.  “Royal  Sceptre” 

Karachi,  Hull  ... 

1 

— 

July  16 

s.s.  “  Outreau  ” 

Boulogne 

1 

— 

„  25  ... 

s.s.  “San  Jeronimo” 

Port  Arthur  (Texas),  Firth  of  Forth 

1 

— 

„  26  . 

s.s.  “  Peebles  ” 

Yillaricos,  Middlesbro’ 

1 

- - 

Aug.  23 

s.s.  “  Ilford  ” 

Australia,  Havre 

1 

- - 

„  25  . 

s.s.  “  Irish  Monarch  ” 

Cape  Town,  London 

10 

— 

Sept.  8 

s.s.  “Queen  Alexandra” 

Newport  News,  Hull 

1 

— 

Oct.  20 

s.s.  “  Breidablik  ” 

Rouen 

— 

1 

Nov.  21 

s.s.  “  Kepwick  Hall  ” 

Bombay,  Durban,  Middlesbro’ 

7 

— 

Dec.  4 

S.S-  “Port  Rushton  ” 

Dakka,  Rosario,  Middlesbro’ 

3 

— 

n  7  . 

s.s.  “Stan ja” 

Rufesque,  Southampton,  Dunkirk  ... 

16 

— 

44 

1 

MEASLES. 


1917. 

Feb.  6  ... 

s.s.  “Helma” 

Gothenborg,  London 

— 

1 

„  15 . 

s.s.  “  Nadejda  ” 

Archangel 

— 

1 

,,  28 

H.M.S.  “  Marshal  Soult  ” 

Sbqi  •••  •••  •••  ••• 

— 

1 

Mar.  20  ... 

H.M.S.  “  Bonaventure  ” 

In  Tyne 

— 

1 

April  7  ... 

s.s.  “Neva” 

Rouen 

— 

1 

„  8  -- 

H.M.S.  “  Satellite  ” 

In  Tyne  ...  '  ... 

— 

2 

„  H . 

s.s.  “  Nordstjernen  ” 

Gothenborg,  Hull 

— 

1 

„  24 . 

s.s.  “  Cairnloch  ” 

In  Tyne 

— 

1 

May  17 

Sailors’  Home 

North  Shields  ... 

— 

1 

„  18 . 

H.M.S.  “  Indomitable  ” 

In  Tyne 

— 

1 

June  2 

H.M.S.  “  Bonaventure” 

In  Tyne 

— 

1 

,,  b  ...  ... 

H.M.S,  “Satellite”  ... 

In  Tyne 

— 

1 

„  10  ... 

H.M.S.  “  Bonaventure  ” 

In  Tyne 

1 

„  11  ... 

H.M.S.  “Satellite”  ... 

In  Tyne 

— 

1 

.,  17  ... 

H.M.S.  “  Indomitable  ” 

In  Tyne 

— 

1 

„  18 . 

H.M.S.  “  Bonaventure  ” 

In  Tyne 

— 

1 

17 

DYSENTERY. 


1917. 

March  2 

s.s.  “  H.  Dwyer  ” 

Rouen 

1 

„  20  ... 

s.s.  ‘‘  P.L.M.  3  ” 

St.  Nazaire 

— 

1 

May  4  ... 

s.s.  “  Nitedal  ” 

Rouen 

— 

1 

Aug.  15  ... 

s.s.  “  Eveline  ” 

Kovda 

1 

— 

1 

3 
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DIARRHOEA,  CHOLERAIC  DIARRHOEA  AND  SUSPICIOUS  CASES 


No.  of  Cases. 

Date 

Name  of  Vessel. 

From. 

On 

Voyage. 

On  or  after 
Arrival. 

1917. 

J  an.  6  .  •  •  >■ . . 

S.S.  “Dageid” 

Rouen,  Havre 

1 

„  17 . 

s.s.  “  Kjobenhavn  ” 

Buenos  Ayres,  Copenhagen 

1 

„  17 

s.s.  “  Sint  Annaland  ” 

Rotterdam 

— 

1 

Feb.  12  ... 

Motor  “  Enterprise  ” 
s.s.  “Kotka’' 

London 

- — 

1 

Mar.  23 

Bergen,  Leith,  Hull 

Portland  Main,  St.  Nazaire,  Leith  ... 

1 

May  5  ... 

s.s.  “Hurona” 

— 

1 

July  27  ... 

s.s.  “  Facto  ” 

Havre 

— 

1 

Aug.  20  ... 

s  s.  “  Aviemoor  ” 

Huelva,  London 

— 

1 

V  27 . 

s.s.  "'Shad  Thames”... 

Rouen 

— 

1 

„  28 . 

s.s. Mercia  ” 

Udde valla,  Hull 

— 

1 

Sept.  3  ... 

s.s.  “Folda” 

Bilbao 

4 

Oct.  10 

s.s.  “  Skrymer  ” 

Rufesque,  Dunkirk 

— 

1 

„  16 . 

s.s.  “  Steelville  ” 

Karachi,  Benisaf 

1 

— 

Nov.  24 

s.s.  “  Porto  ” 

Archangel 

1 

— 

„  28 . 

s.s.  “  Elswick  Tower  ” 

Benisaf 

1 

— 

Dec.  15  ... 

s.s.  “  A  uglier  ” 

Bilbao,  Middlesbro’ 

— 

1 

7 

12 

Regulations  as  to  Food  Act,  1908* 

Inspector  Russell  has  regularly  inspected  the  cargoes  of  vessels  arriving  in  the  Tyne  and  Albert 
Edward  Docks,  and  at  the  Dunston  Co-operative  Flour  Mills. 

Tyne  Dock. 

The  foodstuffs  imported  into  this  Dock  during  the  year  by  steamers  from  the  United  States,  Canada, 
Argentine,  Australia,  Norway  and  Sweden  have  been  inspected  : — Crain,  54,192  tons  ;  Condensed  Milk, 
3,000  cases  ;  Onions,  120  tons.  The  consignments  were  found  in  good  condition. 

Unsound  Food. 

1  Cwt.  of  Salt  Beef  and  21  6lb.  tins  of  Soup  and  Bouilli  were  examined  on  board  the  s.s.  Baymano,” 
annd  found  in  a  putrid  condition.  By  consent  of  the  Master  was  removed,  and  sent  to  sea  by  one  of  the 
Commissioners’  hoppers  for  destruction,  under  the  superintendence  of  Inspector  Russell. 

Albert  Edward  Dock. 

Cargoes  consisting  of  1,000  cases  of  Condensed  Milk,  772  bags  of  Onions,  2,300  cases  of  Margarine, 
5  tons  12  cwts.  of  Tomatoes,  1  ton  13  cwts.  of  Vegetables,  569  boxes  of  Cucumbers,  and  102  bushels  of 
Fruit  from  Rotterdam,  were  inspected  in  this  Dock,  and  found  in  good  condition. 

Dunston  Flour  Mills* 

Wheat  cargoes  consisting  of  6,634  tons  were  inspected  at  the  wharf  of  the  above  Mills  from  Canadian, 
American,  Indian  and  Argentine  ports.  They  were  found  in  good  condition. 

Mill  Dam  Wharf,  South  Shields* 

No  Cargoes  of  Potatoes  from  Scotland  have  been  inspected  during  the  year. 

Fish  Quay,  North  Shields* 

Vessels  arriving  with  White  Fish  and  Herrings  have  been  inspected  occasionally  at  the  Fish  Quay. 
The  fish  landed  from  the  boats  were  found  to  be  of  good  quality. 
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Special  Cargoes  Inspected* 

Among  the  different  cargoes  examined  by  the  Inspectors  were  the  undermentioned  : — 


Description. 

Onions 

Wheat. 

Foreign 
and  British 
Fish. 

Potatoes. 

Fruit. 

t 

1 

Total. 

i 

1 

Number  of  Consignments  examined  ... 

2 

21 

6 

1 

9 

I 

39 

Emigrants. 

The  Emigrant  vessels  coming  to  the  Tyne  have  been  visited  by  the  Medical  Officer  and  Inspector 
on  arrival,  and  kept  under  supervision  whilst  in  Port. 

Information  as  to  Emigrants  debarking  here  and  proceeding  overland  to  other  British  ports,  continues 
to  be  forwarded  to  the  Medical  Officers  of  Health  of  the  respective  Ports. 

1  Emigrant  has  passed  through  the  Port  during  1917,  en  route  to  America  via  Liverpool, 
Southampton,  Bristol  and  Glasgow.  He  was  found  well  before  leaving  this  Port. 


General  Sanitary  Work. 


The  following  is  the  report  of  inspections  made  and  other  work  done  by  Inspector  Russell  and  his 
assistants,  during  1917. 


No.  of  vessels  arriving  from  Foreign 

886 

No.  inspected... 

844 

„  „  ,,  Home  Trade... 

2,301 

*  ■  - 

2.053 

,,  ..  .,  Coastwise 

4,716 

2  814 

7,903 

5,711 

British  Steamers 

•  •  •  •  ♦ 

3,156 

,,  Sailing  Vessels 

... 

73 

„  Fishing  „  . 

. . 

... 

6 

Foreign  Steamers 

. . 

...  .  . •  ... 

2,420 

„  Sailing  Vessels 

• . 

...  ....  ... 

56 

Total 

•  •  •  .  • 

...  ...  .  r  . 

5,711 

Visits  to  Water  Boats 

•  •  >  •  • 

...  .«• 

18 

The  Nationalities  of  the  Vessels 
British 


we 


as  follows  : — 


Norwegian 

Swedish 

Danish 

Spanish 

French 

Russian 

Greek 

Dutch 

Italian 

Belgian 

American 

Chinese 

Portuguese 


3,235 

1,252 

262 

353 

44 

236 

102 

69 

81 

42 

21 

4 

2 


Total 


5,711 
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Of  the  above  Vessels,  the  Sanitary  condition  was  as  follows  : — 
O'Ood  •••  •••  •••  •••  •••  ••• 

Structural  defects 

Dirty  condition 


4,941 

368 

402 


Total 


5,711 


The  Number  of  Vessels  inspected  during  each  year  for  the  last  10  years  has  been  as  follows  : — 


1907 

.  .  . 

9,905 

1908 

*  .  . 

10,603 

1909 

10,270 

1910 

•  •  • 

9,387 

1911 

9,614 

1912 

•  •  ■ 

9,335 

1913 

11,139 

1914 

. . . 

9,507 

1915 

10,012 

1916 

The  structural  defects  of  Vessels  observed  include  the  following  : — 

7,343 

Cases 

Insufficient  Ventilation ... 

•  •  • 

... 

19 

Water  Tanks  to  clean  ... 

•  •  • 

...  ... 

10 

Paints  to  remove  from  Bow  Locker 

...  ... 

2 

Defective  Lighting 

...  .  •  • 

9 

Defective  Water  Closets 

...  ... 

38 

Forecastle  Deck  Leaking 

...  ... 

70 

Side  Scuttles  to  re-fit 

•  •  • 

• • •  ... 

166 

Forecastle  Flooring  Defective  ... 

.  .  . 

...  ... 

5 

Defective  Drainage 

...  ... 

13 

„  Bulkhead 

•  •  • 

4 

„  Stoves 

...  ... 

16 

,,  Chain  Casing...  ...  .  . 

...  •  •  . 

13 

Iron  Decks  to  line  with  wood  ... 

•  •  • 

• • •  ... 

2 

Cattle  Litters  to  clean 

•  •  •  •  •  • 

1 

Total 

•  •  • 

...  ... 

368 

The  peaks,  forecastles,  water  closets,  and  bilges  of  the  vessels  specified, under  were  found  in  dirty 


condition.  The  orders  given  to  cleanse  same  were  fully  complied  with. 

British  Steamers  ...  ...  ...  ...  ...  ...  ...  247 

„  Sailing  Vessels  ...  ...  ...  ...  ...  ...  ...  9 

„  Fishing  Vessels ...  ...  ...  ...  ...  ...  ...  — 

Foreign  Steamers  ...  ...  ...  ...  ...  ...  ...  135 

,,  Sailing  Vessels ...  ...  ...  ...  ...  ...  ...  11 

Total  ...  ...  ...  ...  402 


Total  number  of  crews  of  vessels  visited  by  the  Inspectors  ...  ...  111,218 

„  „  passengers  „  „  „  „  .  9,203 

„  ,,  emigrants  arriving  in  the  Tyne  .  1 


120,422 


Total 
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In  addition  to  the  daily  routine  inspection  of  the  sanitation  of  vessels,  several  special  visits  have  to 
be  made  to  many  vessels  on  reports  on  sickness,  and  in  some  cases  extensive  precautions  are  required  in 
dealing  with  actual  cases  of  infectious  diseases. 

540  Kevisits  have  been  made  by  our  Inspectors  during  the  year,  in  order  to  have  the  above  defects 
remedied  to  our  satisfaction  on  written  or  verbal  notice. 


Water  Boats  and  Water  Supply  to  Ships  in  Port* 

The  water-boats,  18  in  number,  have  been  examined  as  usual,  and  the  tanks  found  in  good  condition. 

In  10  cases  the  drinking  water  of  ships,  which  came  from  Ports  infected,  or  suspected  to  be  infected, 
with  cholera,  has  been  changed,  and  the  purification  of  the  tanks  has  been  seen  to  by  the  Inspector,  acting 
under  the  direction  of  the  Medical  Officer  of  Health. 

Advice  as  to  Sickness* 

on  shipboard,  and  other  matters,  continue  to  be  received  from  and  forwarded  to  the  Health  Departments  of 
other  British  Port  Sanitary  Authorities. 

Clothing  and  Bedding. 

24  Vessels  and  several  lots  of  clothing  or  bedding  have  been  disinfected.  35  Old  beds  have  been 

< 

burnt,  and  1  lot  of  filthy  clothing  has  been  destroyed,  on  account  of  infection. 

Passenger  Steamers. 

The  Passenger  Steamers  arriving  continue  to  be  regularly  visited  and  examined. 

Smoke  Nuisance. 

The  Inspector  reports  that  it  has  not  been  necessary  to  take  any  action  against  Masters  of  Steamers 
for  the  evolution  of  dense  smoke  during  1917. 

Fishing  Boats. 

The  total  arrival  of  fishing  vessels  at  the  Quay,  North  Shields,  steam  and  sailing,  is  6,735'*'  ;  1,473 
Trawlers  and  5,262  Herring  Boats,  as  compared  with  a  total  of  4,390  in  the  previous  year.  6  Of  these,  in  a 
foul  condition,  were  cleansed  and  deodorized  on  notice  from  the  Inspector.  The  rest  were  in  good  order, 

*  From  a  return  courteously  furnished  by  Mr.  Thos.  MacKenzie,  Quay  Master,  North  Shields. 

Regulations. 

Copies  of  Regulations  issued  have,  as  usual,  been  posted  on  all  ferry  landings,  and  delivered  on  board 
of  vessels  in  the  Port. 


Cholera  and  Plague. 

No  cases  of  Cholera  occurred  in  the  Port  during  the  year  1917.  One  vessel  has  been  fumigated  on 
account  of  coming  from  a  plague-infected  port,  and  140  dead  rats  were  found  after  the  fumigation,  and 
cremated  in  the  vessel’s  furnace. 
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Floating  Hospital. 

In  February  the  Authority  agreed  to  admit  Scabies  cases  occurring  in  ratings  of  the  Eoyal  Navy, 
and  during  the  year  7  9  cases  have  been  treated,  and  after  steam  disinfection  of  their  bedding  and  clothing^ 
all  were  discharged  cured  and  sent  back  to  their  ships. 


Launches* 

The  Steam  Ambulance  Launch  “  George  C.  Coates,”  has  done  good  work  for  both  the  Authority  and 
the  Admiralty,  in  the  transport  of  both  sick  and  wounded  from  ships  to  hospital.  The  Admiralty  appreciate 
the  patriotic  action  of  the  Port  Sanitary  Authority  in  placing  their  equipment  at  their  disposal,  under  the 
direction  of  your  Medical  Officer,  during  the  War. 

A  new  Motor  Boat  was  purchased  by  the  Authority,  and  has  proved  to  be  an  efficient,  economical 
little  craft.  She  has  saved  the  Steam  Launch  from  the  risks  of  damage  in  visiting  ships  in  the  congested 
parts  of  the  river  at  the  tiers,  and  facilitated  the  work  of  the  Inspector  in  the  mid-river  district. 

H.M.  Customs. 

I  wish  to  record  our  thanks  for  the  valuable  and  willing  assistance  given  by  H.M.  Collector  of 
Customs  and  his  staff,  which  has  been  greatly  appreciated  by  all  the  Officials  of  the  Port  Sanitary  Authority. 

W.  EDMUND  MARKER,  M.D.,  D.Hy., 

H.M.S. ‘‘Satellite,”  Medical  Officer. 

) 

September  y  1918.  i 
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